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Announcement 





N presenting this catalogue No. 20 we do so 
with the hope that it will furnish a concise 
ready reference book on standard lighting 
fixtures. Our long and successful experi- 
ence, together with our added facilities 
for production, enable us to handle your require- 
ments quickly, accurately, and at a low cost. We 



put forth 



every 

possible at all times. 



effort to render the best service 



CO-OPERATION 



When ordering- you will enable us to serve you without 
delays (occasioned by request for additional instructions). 
If you will furnish the catalogue number, finish and height 
of ceiling, also whether the sockets or socket covers are to 
be key or keyless. 



ORDER BY NUMBER 

Use catalogue number twenty as a reference. We fur- 
nish printed order blanks gratis. If you do not find a par- 
ticular want listed in this catalogue, write us. We can 
furnish it though it may not be illustrated. 



TERMS 



Net 30 days, 1% 10 days from the date of invoice. 
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CO. D. or S. D. B. L. shipments, 25% of total 
order must be sent as deposit. 



amount of 



DISCOUNTS 

The list prices in this catalogue supersede all 
prices. Discounts quoted on 
Trade. 



former 



application and only to the 
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PRICES: 



BARE 



The prices of the bare fixtures or brackets do not 
include wiring, sockets or glassware. They include four- 
inch white enamel candles and candle trimming on candle 
fixtures and brackets but no lamps or silk shades. Fixtures 
or brackets illustrated with socket covers include key or 
keyless covers or ball lamp husks. 



WIRED 

The prices of the wired fixtures or brackets include 
wiring with Association brass key or keyless sockets but no 
glassware or shades. Candle fixtures are equipped with 
Edison Base candle sockets. Switches, pull chain sockets or 
insulating joints additional. 

1 

WIRED COMPLETE 

The prices of complete fixtures or brackets are wired 
with key or keyless sockets and with glassware where shown. 
No lamps or silk shades. 

SHIPPING 

All shipments F. O. B. New York City. Boxing charged 
at cost. Small packages are shipped by parcel post or ex- 
• press only. Other shipments either by express or freight 
according to our best judgment where no instructions are 
given. 

RESPONSIBILITY 

While our liability ceases after we have carrier's receipt 
for material in good order, we will make every effort to 
secure for you prompt deliveries or adjustments. 

CLAIMS FOR SHORTAGE OR DEDUCTIONS 

Must be made within 10 days from receipt of goods. 
Goods returned with< »ut our instructions will not be accepted. 



THE LEASE NUMBER OF THIS BOOK IS 
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ACME LIGHTING FIXTURE COMPANY, 1 n c. 
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No. 8400 



Extension 4 inches 
Bare 

Wired with sockets 



Spread 6 inches 

$16.25 

21.25 




No. 6700 

Length 42 inches Spread 21 inches 

Cast Brass Ring 23 inches 

Wired 
Bare with sockets 

Elec - $50.00 $57.50 

Elec. (4x1 ) 52.50 61.90 

Elec. (5x1) 62.50 71.90 




No. 6702 



Length 42 inches 



Spread 20 inches 



4 

5 

6 



5 Elec. 



Bare 
$87.50 



Wired 
with sockets 

$96.90 



2 



ACME LIGHTING FIXTURE COMPANY, Inc 





No. 6704 



Length 42 inches 



4 Elec. 

5 Elec. 



Bare 
$62.50 

75.00 



Spread 20 inches 

Wired 
with sockets 

$72.50 
87.50 




W 



4 

5 
6 



Elec. 
Elec. 
Elec. 





Length 42 inches 



No. 6708 



Bare 

$60.00 
65.00 
70.00 



Spread 18 inches 

Wired 
with sockets 

$70.00 
77.50 

85 00 



Length 36 inch 



No. 



es 



4 

5 
5 



Elec 

Elec. (4x1) 

Elec. Around Band 



6706 

Spread 20 inches 

n Wired 

'"'« r< " with sockets 

$43.75 $51.25 

50.00 59.40 

• 53-75 6 , .25 
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ACME LIGHTING FIXTURE COMPANY, Inc 



3 





Bare 

4 Elec $37.50 

5 Elec. 43 75 






ft: 




No. 6710 

Length 36 inches Spread 21 inches 



Wired 
with sockets 

$45.00 
53.15 




No. 6714 

Length 36 inches Spread 21 inches 

Wired 
Bar^ with sockets 

4 Elec $40.00 $50.00 

5 Elec. 46.25 58.75 

Silk shades $1.50 each. 



j— — J 1 v 

No. 6712 

Length 36 inches Spread IS I inches 

& \\ ired 

Bare with sockets 

a FW . $50.00 $60.00 

1 Flee 5 625 6875 

e Hoc: 62.50 77.50 
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ACME LIGHTING FIXTURE COMPANY, Inc. 




No. 6716 

Length 36 inches Spread 17 inches 

Wired 
Bare with sockets 

I |J CC - $41.25 $51.25 

\ Er ec 47.50 60.00 

6 E,ec 56.25 71.25 

Silk shades $1.50 each 



Length 42 inch 



No. 6718 



es 



I 



4 Elec. 

5 Elec. 

6 Elec. 



$50.00 
56.25 
62.50 



Spread 18 inches 

Wired Wind 

with complete 
sockets with glassware 



$56.00 
63.75 
71.50 



$66.00 
76.25 
86.50 



ACME LIGHTING FIXTURE COMPANY, Inc. 



5 




No. 6672 

r.gth 42 inches Spread 10 inches 

Wired 
Bare with sockets 

Elec $56.15 $66.15 

Elec. ... 62.50 75.00 





Length 36 inches 



No. 6722 

Spread I 2 inches 

Wired 
Bare with sockets 

4 Elec ' $31.25 $38.75 

5 Elec 37-50 



50.00 



No. 6648 

Length 42 inches Spread 17 inche. 

& a\ bred 

Bare with sockets 

4 Elec * 43 " $53 75 

5 Elec: I 50.00 62.50 

6 Elec. 56.25 71.25 



ACME LIGHTING 




I 

! 




es 



No. 6724 

Spread I 8 inches 

Wired 
Bare with sockets 

$25.00 $35.00 
27.50 40.00 




No. 6726 



Length 36 inches 



3 
4 
5 




Spread I 0 incht» 

Wired 
Bare with socket! 

Elec $16.25 $23.75 

Elec 18.75 28.75 

Elec 21.25 33.75 

Silk shades $1.50 each. 



i 



No. 6658 

Length 36 .nches Spread 16 inches 

T , Wired 

A n e with sockets 

I ^ CC $43.75 $53.75 

J P ec 48.75 6 , .25 

6 E,ec 53.75 68.75 



ACME LIGHTING FIXTURE COMPANY, Inc 
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No. 6612 

Length 36 inches Spread 15 inches 

6 Wired 

Bare with sockets 

3 Elec *I6.25 $23.75 

4 Elec 19-40 29.40 

5 Elec. 22.50 35.00 





No. 6616 

Length 36 inches Spread .3 inches 

Bare with sockets 

3 E i ec $16.25 $23.75 

4 Elec' ... * '9.40 29.40 

5 Elec 22.50 35.00 



No. 6670 

Length 36 .nches Spread 1 8 inches 

Bare with sockets 

4 Elec $38-75 $48.75 

5 Elec 45.00 57.50 

6 Elec. 51.25 66.25 
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ACME LIGHTING FIXTURE COMPANY, Inc. 




No. 6778 

Length 36 inches Spread 16 inch 



2 Elec. . 

3 Elec 

4 Elec. 



Bare 

$13.15 
15.00 
16.90 



inches 

Wired 
with sockets 

$18.15 
22.50 
26.90 





No. 6622 

Length 36 inches Spread 12 inches 

Wired ■ 
Bare with sockets 

3 Elec $22.50 $30.00 

4 Llec 26.25 36.25 



i. 





1 

- 



i 



it 



Length 36 inches 



No. 6728 



3 Elec. .. 

4 Elec 

5 Elec. .. 



Bare 

$18.75 

20.65 
22.50 



Spread 1 6 inches 

Wired Wired 

with complete 
sockets with glassware 



$23.25 
26.65 
30.00 



$30.75 
36.65 
42.50 



ACME LIGHTING FIXTURE COMPANY, Inc. 
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No. 6730 

Length 36 inches Spread 17 inches 

Wired 
Bare with sockets 

4 £. ec $26.50 $36.50 

5 Elec. 30.00 42.50 



i 





No. 6638 

Length 36 inches Spread 20 inches 

° "Wired 

Bare with sockets 

4 Dec. *2"0 »" 50 

5 Elec. ... 31.25 43.75 




No. 6646 

Length 42 inches Spread 17 inches 

"Wired 
Bare with sockets 

4 Elec $45.00 $55.00 

5 Elec'. I 50.00 62.50 

Silk shades $1.50 each. 
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ACME LIGHTING FIXTURE COMPANY, Inc 
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No 



Length 15 inches 

Bare 

3 Elec. $20.65 

4 Elec. 24.40 



6019 

Spread I 0 inches 

Wired Wired 

with complete 
sockets with glassware 

$25.15 $28.15 
30.40 34.40 




J 




■ 

No 

Length 24 inches 

Bare 

2 Elec $15.65 

3 Elec 19.40 

4 Elec 23.15 





6047 



Wired 
with 

sockets 

$18.65 
23.90 
29.15 



Spread 12 inches 

Wired 
complete with 
glassware 

$20.65 
26.90 
33.15 





/ 




Length 12 inches 



No. 6021 



I !;i re 



3 E 'ec $18.75 

4 E ^c 22.50 



Spread 12 inches 

Wired Wired 

with complete 
sockets with glassware 

* 23 -25 $27.00 
28.50 33.50 



m 



ACME LIGHTING FIXTURE CO MPANY, Inc 
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No 



Length 12 inches 



Elec. 
Elec. 



Rare 

$25.00 
29.40 



No. 6602 



Length I 7 inches 



3 
4 

5 



Elec. 
Elec. 
Elec. 



(3x1). 
(4x1).. 



I iare 

$21.90 
25.00 
28.15 



Spread 1 2 inches 

Wired with Wired complete 
sockets with glassware 

$29.40 
35.00 
40.40 



$26.40 
31.00 
35.40 



<- ^ 




6025 

Spread 10 inches 

"Wired witu WiTed complete 
sockets with glassware 

$29.50 $37.00 
35.40 45.40 



N 

Length 20 inches 

Bare 

3 Elec $26.90 

4 Elec. 30.00 

5 Elec. 33.15 



6033 

Spread 15 inches 

Wired with Wired complete 

sockets with glassware 

$31.40 $34.15 

36.00 40.00 

40.65 45.90 



m 
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ACME 



LIGHTING FIXTURE C OMPANY, Inc 








N 

Length 36 inches 

Bare 

3 Elec $19.40 

4 Elec. 21.90 

5 Elec. 24.40 



6732 



Spread 1 5 inches 

Wired with Wired complete 



sockets 

$25.05 
29.40 
41.05 




No 



Length 42 inches 



6650 

Spread 1 6 inches 

Wired Wired 



I >are 



with glass 
shades 

$29.80 
34.40 
47.30 



4 Elec $41.25 

5 Elec 46.25 



with 

sockets 

$47.25 
53.75 



complete 
with glass 
shades 

$57.25 
66.25 



Length 36 inches 



No 



3 Elec. 

4 Elec. 

5 Elec. 



I tare 

$37.50 
45.00 
52.50 



6011 

Spread 1 5 inches 

Wired com- 
"Wired pletewith 
wiiii sockets glass shades 



$42.00 
5 1.00 
60.00 



$45.00 
55.00 
65.00 



1 



5 



t 



i 



ACME LIGHTING FIXTURE COMPANY, Inc 
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Length 24 inches 



Bare 
$21.25 

24.25 




6001 

Spread 14 inches 

' Wired with Wired complete 
sockets with glassware 

$25.75 $28.75 
30.25 34.25 




1 



J 




N 



o 



No. 6005 



Length 30 inches 



4 Elec. 

5 Llec. 



Bare 

$30.00 
33.75 



Spread 20 inches 

Wired with Wired complete 
sockets with glassware 



Length 1 8 inches 



$36.00 

39.75 



$40.00 
43.75 



2 
3 
4 



Elec. 

Elec 

Elec 



Bare 

$15.00 
18.00 
21.00 



6003 

Spread 12 inches 

Wired with Wired complete 
sockets with glassware 



$18.00 
22.50 
27.00 



$21.00 
27.00 
33.00 
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ACME LIGHTING FIXTURE COMPANY, Inc 





Length 36 inches 



No. 6734 



Spread 1 4 inches 



3 
4 

5 



Elec 
Elec 

FJoc 



Bare 

$16.25 
18.50 
21.25 



W i red 
with sockets 

$20.75 
24.50 
28.75 




No. 6055 



Length 30 inches 



3 Elec. 

4 Elec. 



Bare 

$31.25 
36.25 



Spread I 4 inches 



"Wired with 
sockets 

$35.75 
43.25 



Wired complete 
with glassware 

$40.25 
49.25 





Length 8 inch 



No. 6736 



es 



3 Elec. 

4 Elec. 



Bare 
$16.25 
18.75 



Spread 12 inches 

Wired 
with so< keta 

$19.75 
24.75 



ACME LIGHTING FIXTURE COMPANY, Inc. 



15 




No. 6674 

.ength 30 inches Spread 6 inches 

lare ... 

, Vired with soc kets 

|#ired complete with glassware 



$21.25 

25.75 
30.25 



r 

k 



I 




I 






Length 36 inches 



3 
4 
5 



No. 6740 

Spread 18 inches 

Wired 
Bare with sockets 

Flec $16.90 $21.40 

Elec' 18.75 24.25 

Elec. • 20.65 26.65 




f 



I 




Length 1 2 inches 



No. 6738 

Spread 14 inches 

Wired 
Bare with sockets 

2 Elec. $'5.00 $18.00 

3 Flee 20.00 24.50 
a c 2? 50 28.50 

4 Elec tt -i-y <;n 

5 Elec 25.00 32.50 



ACME 



LIGHTING FIXTURE COMPANY, Inc 






Spread 1 5 inches 

Wired complete 
with glassware 

$34.00 
40.75 
47.25 



No. 6742 



36 inch* 



I 



•are 



$21.25 
25.00 



Spread 16 inches 

Wind with Wired complete 
sockets With glassware 



No. 6744 



Length 36 inches 



$27.25 
32.50 



$33.25 
40.00 



3 Elcc. 

4 E»eo. 

5 E!ec 



Bare 

$18.75 
20.65 
22.50 



Spread 16 inches 

Wired with Wired complete 
sockets with glassware 



$23.25 
26.65 
30.00 



$53.25 
66.65 
80.00 



ACME LIGHTING FIXTURE COMPANY, Inc 






No. 8410 

Ext. 4y 4 inches 1/ 2 -inch Arm 



B 



are 



$3.75 



Wired with Socket 5.25 



MM 



No. 6774 

Length 36 inches Spread 14 inches 

1/2-Inch Arms 



3 Elec 

4 Elec 



Bare 
$20.00 

22.50 



Wired 
with sockets 

$27.50 
30.00 








No. 0412 

Ext. 41/ 2 inches Spread 6 inches 

Bare n inch M m $5.50 

Wired with Sockets l0 50 



Length 36 inches 



4 Elec. 

5 Elec. 



No. 6776 

Spread 1 6 inches 

AY i red 
Bare with sockets 

$33.75 $40.75 
40.00 50.00 
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1 








No. 6363 

Length 36 inches Spread 

, Bare 

4 Elec $30.00 

5 Elec 36.25 



18 inches 

Wired 
with sockets 

$40.00 
48.75 





■ 



Length 36 inches 



N 




Bare 

4 Elec $22.50 

5 Elec 27.50 



6746 

Spread I 8 inches 

Complete 
with 

Wired glass shades 

$28.50 $33.50 
35.00 41.50 




Length 36 inch 



No. 6748 



ea 



4 Elec. 

5 Elec. 



Bare 

$18.25 
21.25 



Spread I 8 inches 

Wired 
with sockets 

$24.75 
28.25 
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No. 6750 



Length 36 inches 



3 Elec. 

4 Elec. 



Bare 
$25.00 

30.00 



Spread 1 5 inches 

Wired 
with socke ts 

$29.50 

36.00 



Length 30 inches 





No. 6754 

Plate 1 2 inches 



Bare 

3 Elec. $15.00 
Elec. . 16.90 



Spread 1 1 inches 

Wired 
with sockets 

$19.50 
22.90 



No. 6752 

Length 36 inches 

■ ;." Bare 
a F1 ' $33.75 

4£ ec ' 41.25 

5 Elec. 



Spread 18 inches 

Wired 
with sockets 

$38.25 
43.50 
48.75 
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Length 36 inches 



No. 6633 



Bare 

2 Elec. $10.65 

3 (2x1) 11.90 



Wired 
$13.65 

15.40 



Spread I 0 inches 

Complete 
with 
glass shades 

$16.50 
19.90 



Length 36 inches 

Bare 

Wired with sockets 





No. 6756 



Spread 1 2 inches 

$12.50 

16.25 



Length 36 inches 



4 EI 



ec. 



Baro 
$25.00 



No. 6692 

Spread 20 inche* 

Complete 
. with 
* J l n ~ L £ lass shades 

$31.00 $36.00 
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£ - 



P2 





I 




MS 




N JV si! 



No. 6770 



Length 36 inches 

Bare 

Wired with sockets 



Spread 12 inches 

$15.00 
20.00 



i 



ec. 





No. 6378 



Length 36 inches 



Bare 
$16.25 



No 



gth 36 inches 



Bare 
$12.50 



Spread 1 3 inches 

Complete 
with 

Wired glass shades 

$20.75 $28.25 
6678i£ 

Spread 1 3 inches 

Complete 
with 

Wired glass shades 

$15.50 $20.50 



No 



Length 36 inches 



4 

5 



Bare 

Elec $26.25 

(4x1) 27.50 



6694 1 OA • k 

Spread 20 inches 

Complete 
with 

Wired §*ass s h*des 

$32.25 $38.25 
35.00 42 50 
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Length 36 inches 



No. 6635 



4 Elec. 



Bare 
$20.00 



Wired 
$26.00 



Spread 1 8 inches 

Complete 
with 
glass shades 

$34.50 




1 



! / J 



A 




Length 36 inches 



No. 6698 



Spread 1 8 inches 



Bare 

4 Elec $22.00 

5 (4x1 ) 23.90 



Wired 

$28.00 
31.40 



Complete 
with 
glass shades 

$32.00 
36.40 




No. 6696 

I *ngth 36 inc hes Spread ,5 jnches 

Plate I 6 inches 

. Complete 

p, ir ,, xxr . . with 

A ri 2 Wir«l glass shades 

JJ? 66 - $26.25 $32.25 $36 25 

5 E!ec 28.75 36.25 41.50 
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Lensrth 36 inches 



4 U 

5 El 







No. 6631 



_ $20.00 
25.00 



Spread 1 6 inches 

Wired 
-with sockets 

$26.00 
32.50 







Length 36 inches 



No. 6676 

Plate 1 2 inches 



Spread 9'/2 inches 



2 
3 
4 



Ele c 

Elec. 

Elec. 



$15.00 
16.90 
18.75 

No. 

Plate 



4 EL 

5 Elec. 



$22.50 
24.40 



Wired 

$18.00 
21.40 
24.75 

6676 H 

1 6 inches 

Wired 

$28.50 
31.90 



Complete 
with 
glass shades 

$21.00 
25.90 
30.75 



Complete 
with 




$34.50 
38.40 





No. 6605 



Length 36 inches 




18 



5 Dec. 



525.00 



$32.30 



$40.00 
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No 



L 



eng th 5 1 



inches 



Bare 

ired with socket 



No. 9014 

Length 30 inches Holder 3 j/4 inches 

Bare „ $6.90 

Wired 9.40 

Complete with glass acorn 12.40 

No. 9014i£ 

Length 30 inches Holder 4 inches 

Bare ._ $7.50 

Wired 10.00 

Complete with glass acorn 13.75 



9308 

Spread 7 inches 

$3.75 

5.25 



No. 9010 

Length 30 inches Holder 3'/^ inches 

Bare $8.15 

Wired 10.65 

Complete with glass acorn 13.65 

No. 9010^ 
Holder 4 inches 

Bare m $8.75 

Wired 1 1.25 

Complete with glass acorn 15.00 



it. 



I- J 



/ 




No. 9320 

Spread 7 ,nche« Holder 2% inches 
W, rc d 

Complete w.th glass shades 5 2 | 




r 



1 



No. 9322 

Spread 7 inches Hold 

Bare ... 
Wired 

Complete w.th glass acorn 



er 31/4 inches 



$2.50 
4.00 

7.00 




\ 



1 




/ 



■ r 

No. 9324 

Spread 7 inches Holder 4 inches 

B are $2.75 

Wired 4.25 

Complete with glass acorn 8.00 
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to 




4 




No 

Length 9 inches 



6760 

Spread 

Bare 



3 Elec . $12.50 

No. 6760 



2 El 



ec 



No. 8724 

Length 30 inches 

re $3.75 

red with socket 6.25 



Bare 
$9.40 



I I inches 

Wired 
with 
sockets 

$18.25 



Wired 
with 
sockets 

$13.15 







No. 8726 

Length 30 inches 

Bare $5-00 

Wired with socket 7.50 






t 



es 



No. 12503 

Length 4>/2 inches 

$2.50 

t'»ed with socket ... 4.00 



>read 4 inch 
are 



No. 12501 

Beam Light with Cast 
for Ball Lamp 



Husk 



Bare 

Wired with socket 



$2.50 
4.00 




X 



w 



No. 9306 

Length 31/2 inches Spread 6 inches 



Bare 

Wired with receptacle 



$2.00 

2.75 



I 
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A! - 




No. 9012 

Length 30 inches Holder 3 inches 

Bare $ 7.50 

Wired „ 10.00 

Complete with glass globe 15.00 

No. 9012^ 

Length 30 inches Holder 4 inches 

Bare $ 8.75 

Wi «-ed I 1.25 

Complete with glas3 globe 17.75 




No. 9310 

Spread 4 inches Length 5 

Bare ... 

Wired with socket 



inches 
$1.25 

2.75 




T 

No. 9304 

Spread 7 inches Length 2 

Tare 

Wired with receptacle 



inches 

$1.90 
2.60 




1 

No. 9316 

Spread 7 1/ 2 i n . Holder 5-in. Depth 
Cast Metal with Cross Bar 

Bare $5.00 

Wired 6.50 

Ccmplete with glass globe 26.50 



i 








No. 9016 

Length 30 inches Holder 3^/4 inch< 

Bare $10.6 

Wired 13.1 

Complete with glass globe 19.6 




No. 9318 

Spread 6 inches Length 3 ]/i inches 

For Receptacle Cast Brass 

Bare ; $5.00 

Wired with Keyless Receptacle. 5.75 



i 



I 



V 
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A. 



Si* . 




< 



*;v^>v ISO 






No. 8714 

1 Length 36 inches 

Chain hanger with cast Bare 

rosettes $ 9.40 

Chain hanger with cast 

rosettes 11.25 



Wired 
with 
socket 

$1 1.90 
13.75 



No. 9044 

Length 36 inches Holder 3 % inches 

„ $5.00 

** rc , 6.50 

Wired ^ /-1 u Q 00 

Complete with Acorn Globe V.UU 





No. 9018 

Length 30 inches Holder 4 inches 

B ar e $7.50 

Wired . « - 

Complete with acorn globe 




» 



7 



II 



/'J 



i.. > 






— _ 



■ 



\ 4 



7 



V 



V 





1 




No. 6768 



- m 
1 1 



Spread I 1 inches 



I 



3 Elec. 

4 Elec, 



Bare 
$12.50 

15.00 



Plate 12 inches 

"Wired 
with sockets 
$18.00 

21.00 



Spread 1 I 



3 Elec. 

4 Elec. 



No. 6766 

inches Plate 

Bare 

$1 1.25 
13.75 



1 2 inches 

Wired 
with 
sockets 

$15.75 
19.75 



5- 
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No. 9020 

Length 36 inches Holder 6 inches 

Bare 2 $10.00 

Wired 12.50 

Complete with 15x6 acorn globe 37.50 





No. 9022 

Length 36 inches Holder 5 inches 

Bare with glass acorn globe $17.50 

Wired complete 20.00 





MM 





1 1 1 



4 
i 



No. 9024 

Length 36 inches Holder 6 inohe- ; 

Bare $I2.5«' 

Wired 

Complete with glass globe 



15.00 
40.00 



No. 9024 A 

Length 36 inches Holder 5 inch'' 

Bare $IO.00| 

Wired I2.5J" 

Complete with glass globe 32. 5W 



No. 9024 B 

Length 36 inches Holder 4 

Bare 

Wired 

Complete with glass globe 



inche' 

$8.75 

11.25 
26.25 



^1 
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1 



No. 9026 

th 36 inches Spread 18 inches 

Glass Cylinder 8x10 inches 



Bare 
with cylinder 

. $40.00 
45.00 



Wired 
with sockets 

$47.50 
55.00 




No. 9028 

Length 30 inches Spread 7 inches 

Cylinder 7x4x3^4 inches 



Bare with Cut Glass Cylinder 
Wired Complete 



$25.00 
27.50 




No. 9030 



Length 30 inches Holder 

Cylinder 6x4x3 14 inches 

Care with C. R. I. Cylinder 

Care with Cut Glass Cylinder 
Wired with Cut Glass Cylinder 
Wired with C. R. I. Cylinder... 



3 1 4 inches 



$16.25 

18.75 
21.25 
18.75 
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No. 9034 

Length 42 inches Spread I I 

Lantern 1 1 x9 
With Etched Glass Panels 



inches 



I El 



ec. 



Ban 

$100.00 



Wind 
with sockets 

$105.00 



No. 9034 

With Frcsted Glass Panels 



I El 



ec. 



Bare 

$75.00 



*W ! red 
with sockets 

$80.00 




4 



No. 9032 

Length 42 inches Spread 10 inches 



Bare 

' Elec $50.00 

4 Elec 60.00 



Wired 
with sockets 

$57.50 
70.00 




No. 6960 

Length 36 inches Sp 

Bare with keyless sockets 
Wired 
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No. 9036 

.ength 30 inches Spread 12 inches 

Holder 3|4 inches 

$16.90 

23.25 

25.65 



•are 



ire with Cut Glass Globe 
' V'ired complete 



\ 





No. 9038 

Length 36 inches Spread 10 

Holder 3 '/4 inches 

Bare * 

Bare with Glass Globe 

Wired Complete 



J 



4 



% ■ 

11 

No. 6958 

Length 30 inches Spread 12 inches 

Holder 31/4 inches 

$15.00 

Bare 2 | 25 

Bare with Glass Globe '^^ 

Wired complete 
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4 4 1 * « ft f J 



I 



V V ^ -V 4- 4 > ♦ ♦ 



I'M 



• 



I ieight 
7 Elec. 



No. 9040 

Hand I lammered 
Finish Rusty Iron 
70 inches Spread 
Wired complete 



s ♦ \ 






& * 

» S * A' 

* v 

at' V 

> ' if i 



■ 



i 




No. 7128 

Cast Brass Band 
Spread I 6 inches Holder 

2 Electric 

Holder only 

Bare with Beaded Dish 

Wired complete with sockets 



12 



inc 



he 



$20.00 
50.00 
53.00 



18 inches 

$100.00 



r 




No. 7126 

Length 13 inches Spread 10 inches 
Top Row 4-inch U Drops 
Bottom Rows 3-inch U Drops 

P>are Wired 
with prisms with sockets 

2 E lec $37.50 $40.50 



< I 



ACME LIGHTING FIXTURE COMPANY, Inc. 



33 




No. 7130 



J 



No. 7130 

Length 42 inches Spread 14 inches 

4-inch U Drops 

Bare Wired 
with prisms with prisms 

4 Elec $125.00 $135.00 

No. 713014 

4-inch Colonial Prisms instead of U Drops 

Bare "Wired 
with prisms with prisms 

4 Elec $1 15.00 $125.00 

No. 7132 

Length 42 inches Spread 19 inches 

4-inch Spear Head Prisms 

Bare with prisms $100.00 

Wired with prisms I 10.00 






i i i 



11 



No. 7132 




No. 8402 

Ext. 4 inches Spread 7 inches 

Cast Back 12x6^4 inches 
Bare $15.00 

Wired with sockets 20.00 



No. 8404 

Ext.4mches Spread 8 inche. 

Cast Back 10x4 .nches ^ ^ 

Bare •• 15 00 

Wired with sockets 



* 
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No. 7134 

Length 42 inches Spread 20 inches 

14 -inch Holder Silk Dish 

Bare Wircwi 

6 Elec. (4x2) $46.25 $58.75 



J 





Ext. 5 inches 
Bare 

Wired with sockets 



No. 8414 

Bracket Back 



10x6 



inches 

$7.50 
10.00 




No. 8416 

Spread 5 inches Extends 5 inches 

Bracket Back 1 0x6 inches 

Bare $10.00 

Wired with sockets 15.00 



II 




■ 



v 





Length 42 inches 



No. 7136 



4 Elec. 

5 Elec. 



Silk Insert 

I (a r< • 

$62.50 

68.75 



Spread 20 inches 



Wired 

\V i t h B( irl IS 

$72.50 
81.25 



1 
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0.00 
5.00 



I 



No. 6801 



Length 36 inches 



Rare 

3 Elec $31.50 

4 Elec. ... 37.50 



Spread 1 7 inches 

Complete with 
Wired Glassware 

$36.00 $40 

43.50 49 






I 





No. 6901 

Length 42 inches Spread 19 inches 

Pari' Wired Comp. 

No Prisms With Prisms 

(4x2) $50.00 $109.00 

in. Colonial Prisms $100.00 



No. 7123 

Length 36 mches Holder 14 mches 

Spread 20 inches 

Wired Complete 

rU-' -, ■ •.' ;• /, with v ' 

Bare Wired Olassware 

$41.25 $57.25 



5 Elec. (4x1) $33.75 
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Mi 1 



No. 7140 

Spread 28 inches Length 48 inches 

Ring 20x4 inches 

Silk Tassel Stem and Insert, 8-inch Fringe 

Wired with 
Bare sockets and 

Holaphane 
glass globe 

$100.00 
120.00 



5 Elec. (4x1) $87.50 

9 Elec. (8x1 ) 100.00 



I El 



ec. 



No. 7140i£ 

As above, no outside lights 

Wired with 
Bare sockets and 

glass globe 

$75.00 $80.00 





No. 7142 

Length 42 inches Spread 20 inchei 

Silk Tassel, Stem and Insert, 8-inch Fringe 

Wired wi 
Bare pull socket 

Holaphane 
glass globe 

1 Elec $87.50 $92.50 



! 



1 



No. 7142}£ 



Bare 



5 Elec. (4x1) 
9 Elec. (8x1 ) 



$100.00 
I 12.50 



Wired with 
pull socket 
and glass glob* 

$1 12.50 
132.50 



i 



No. 7144 

Length 42 inches Spread 24 inches 

8-inch Heavy Fringe 

Silk Tassel, Stem and Insert 

Wired with 
Bare pull socket 

Holaphane 

1 Elec $125.00 $130.00 
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No. 6217 

Length 36 inches Dish 



2 Elec. 

3 Elec. 



Bare 

$13.75 
15.00 



Bare 
with dish 

$38.75 
40.00 



I 6 inches 

Compltif 
■\v i t h 
sockets 

$41.75 
44.50 






No. 7114 

Length 42 inches Spread 10 inches 

Silk Shade 18 inches 

With Wired 
Bare silk complete 

shade with sockets 

4 Elec. $56.25 $81.25 $91.25 

5 Elec. 62.50 87.50 100.00 



No. 7116 

Length 42 inches Spread 11 inches 

Silk Shade 22 inches 

With Wired 

P,are silk complete 

shade with sockets 

5 Elec $50.00 $75.00 $87 50 

6 Elec 53.15 78.15 93.15 



i 
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No. 7007 

Length 36 inches Dish 16 inches 

Brass Chain 3 Elec. 

Chain Hanger bare $18.75 

With 16 -inch glass dish 43.75 

Wired complete with 16-inch Dish 5 1.25 





No. 7106 

Length 42 inches Spread 18 inches 

Holder 14 inches 

Complete 

with 
glass dish 
and shad*' 




Bare 

5 Elec. (3x2) $24.00 

6 Elec. (4x2) 30.00 



Wired 

$32.15 
40.00 



$45.90 
55.00 




No. 7110 

Length 42 inches Spread 23 inches 

Holder 1 4 inches 

Complete 
With Etched 
Wind k lass dish 

and shade 

$29.65 $56.90 
37.50 66.25 



Bare 

5 Elec. (3x2) $21.50 

6 Elec. (4x2) 27.50 



T 
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\ 
( 



3 




N 



o. 7152 

Length 42 inches Spread 14 inches 

Holder 1 2 inches 

Complete 
with Etched 
glass dish 
and shades 

$55.90 
62.50 



Bare 

5 Elec. (3x2) $21.50 

6 Elec. (4x2) 23.75 



Wired 

$29.65 
33.75 



I 



i 
t 



i 

i 



No. 7152*4 

Length 42 inches Spread 15 inches 

Holder I 4 inches 

Complete 
with Etched 
■ Bare • Wired s lass dish 

and shades 

6 Elec. (4x2) $25.00 $35.00 $63.75 





' No. 7100 

Length 42 inches Spread 18 inches 

Holder 14 inches 
6 Electric (4x2) 

Bare $20.00 

Wired j d A 00 

Complete with* Glassware *0. UU 



No. 7108 

Length 42 inches Spread 20 inches 

Holder 14 inches 
6 Electric (4x2) ^ ^ 

Bare 35 0 0 

Wired "" c 1 qq 

Complete with Glassware 
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No. 7122 

Length 36 inches 

3 Chain Hanger only, no dish $8.15 
Bare with 14-inch Glass Dish ... 18.15 
Wired with one socket and 1 4 inch 

diah 21.65 

No. 7122}£ 

4 Chain Hanger only, no dish $9.40 
Bare with I 6-inch glass dish 23.15 
Wired with two sockets and 16-inch 

dish 27.50 





I 




1;; 






No. 7156 

Length 36 inches | Electric 

Bare $10.00 

Bare with 16-inch glass dish 25.00 

Complete with socket 27.50 



i 







*^*-< A .1 % J J. ,> 

No. 7154 

Length 42 inches Spread 20 inches 

Holder 14 inches 
6 Electric (4x2) 
For Ball Lamps 

Wi'red *f*<g 
Complete with Class D.sh I ' 47^0 
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I 



No. 7118 

Length 36 inches Spread 15 inches 

Holder 1 0 inches 



Bare 

5 Elec. (3x2) $13.75 

6 Elec. (4x2) 16.25 



Wired 
$21.25 

25.25 



Complete 
with j^lass 
dish and 
shades 

$28.75 
34.00 






f 



No. 7120 

Length 36 inches Dish 15x14 inches 

i a - $6.90 

Bare, no glass * 
Bare with GJass Dish ,4 4U 

Wired with Socket and Glass Dish 16.90 



.0 



0' 



\ 






No. 7068 



Length 36 inches 



1 Electric 



3 Chains 



$5.50 



Bare, no dish 5Q 
Bare with 14-inch Dish * 

Bare with 1 6-inch Dish 
Bare with 20-inch Dish 

Additional $1-25 list for 4 chains 
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No. 7035 

Length 36 inches 3 Chains 

1 Electric 

Bare, no dish $5.50 

Pare with 14-inch Dish 15.50 
Wired with 14-inch Dish 18.00 

Bare with 16-inch Dish 20.00 

Bare with 20-inch Dish 43.75 

Additional $1.25 list for 4 chains 






XI 



VAN. 






\ 



/ 



\ 




i 



No. 7160 

Length 36 inches Dish 16 inches 

2 Electric 

Bare, no dish $8.75 

Bare with 1 6-inch Dish 23.75 

Wired with socket and 16-inch Dish 28.25 




( 




If 
Ji 




r / 



7?2 




v — 



Length 36 



No. 7158 

inches Spread 20 mches 

Holder I Ox 1 4 inches 



I iv 



5 Elec. 

6 Elec. 



(3x2) $22.50 
(4x2) 26.25 



Wired 

$30.00 

36.25 



Complete 
with dish 
and shades 

$41.25 

49.00 
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No. 8718 



Bare 



3 Chain Hanger $7.50 

4 Chain Hanger 10.00 



W i red 
with 
socket 

$10.00 
12.50 




No. 8549 

Length 30 inches 

Bare 

3 Chain Hanger $5.65 

4 Chain Hanger 6.90 



Wind 
with 
socket 

$8.15 
9.40 



v 



Si 



N 



1 



it- 



V 



No. 

Length 



8545 

30 inches 

Bare 



3 Chain Hanger $4.40 

4 Chain Hanger 5.65 



Wired 
with 
socket 
$6.90 

8.15 



I 




No. 8706 



3 Chain Hanger 

4 Chain Hanger 



Bare 
$5.65 

6.90 



Wired 
with 
socket 

$8.15 
9.65 
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No. 8710 

Length 30 inches 



3 Chain Hanger 

4 Chain Hanger 



Bare 

$3.75 
4.40 



Wired 
with 
socket 

$6.25 
6.90 



v: 




No. 8708 

Length 30 inches 

Bare 

3 Chain Hanger $4.40 

4 Chain Hanger ... 5.65 



W'irefl 
with 

socket 
$6.90 
8.15 



.TV 



7 



V 



I 



Jr 



1 




No. 8547 

Length 30 inches 



3 Chain 

4 Chain 



Hanger... 
Hanger 



Bare 

$5.65 

.. 6.90 



W i red 
with 

socket 

$8.15 
9.40 



No. 8722 

Length 30 inches 

Bare 

3 Chain Hanger $6.90 

4 Chain Hanger 8.15 



Wired 
with 
socket 

$9.40 
10.65 
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1 



r 





No. 8501 

Length 36 inches Holder 8 inches 

R $ 7.50 

Bare ^ . 

w . , 10.00 

Wired 

Complete with 8x1 2-inch Glass Acorn 22.50 

No. 8501 Vz 

Length 36 inches Holder 9 inches 

D $ 8.15 

10.65 

Wired 

Complete with 9x16 Glass Acorn 30.65 





No. 6978 

Length 30 inches Holder 4 inches 

Bare * 315 

Wired 5 ' 65 

Complete with Glass Acorn, 4x8. 14.40 

No. 6978 A 

Length 30 inches Holder 5 inches 

Bare $3.75 

Wired - 6 ' 25 

Complete with Glass Acorn, 5x10 16.25 

No. 6978 B 

Length 30 inches Holder 6 inches 

Bare $4.15 

Wired 6 65 

Complete with Glass Acorn, 6x12 16.65 



No. 6980 

Length 30 inches Holder 6 inches 

Bare $3.75 

mredZlIZ 625 

Complete with Glass Acorn, 6x12 16.25 

No. 6980 A 

Length 30 inches Holder 8 inches 

p $4.75 

Wired ' L \ 

Complete with Glass Acorn, 8x14 22.25 

No. 6980 B 

Length 30 inches Holder 9 inches 

o $5.00 

Wired 1 11 

Complete with Glass Acorn, 9x16 27. 50 
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1 






No. 6968 

Length 36 inches Holder 9 inches 

Bare $10.00 

W,red 12.50 

Complete with Glass Acorn 4ft 75 




No. 6982 

Length 30 inche* 

Bare _ 

Wired 

Complete with Gla»» Acorn, 6x12 



Holder 6 inch 



ea 



$4.15 

6.65 
16.65 



No. 6984 



Length 30 inch 



es 



Hold 



er 



Bare 

Wired 

Complete 



with Glass Acorn, 6x12 



inches 

$4.15 

6.65 
16.65 
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4. 



I 

i 

J 



( 






w 

No. 6976 

Length 36 inches Holder 6 inches 

Bare * 5 - 50 

Wired 800 

Complete with 1 1x9 Acorn Globe 15.50 

Complete with 1 4x 1 2 </ 2 Acorn Globe 18.00 





No. 6974 



Length 36 inches 



Holder 6 inches 



Bare 

Wired 

Complete with Glass Acorn 



$8.15 
10.65 
15.65 




No. 9042 

Length 36 inches Spread 8 inches 

Amber or Green Art Glass 

o $17.50 

rare 

Wired with socket 20.00 
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No. 8535 

Length 8 inches 

Bare 

Wired 

Complete with Glass Shade 





4 



! «i. 




TzTTIWK 



No. 8527 

Length I 6 inches 
Bare 

W ir ed 

Complete with Glass Shade 



$2.50 
5.00 
5.00 





V 



v 





3 






No. 4630 

Length 9 inches 
Bare .. 

Wired 

Complete with Claas Shade 



Vl inch Tubing 

$ 1 ,3 0 

3.50 

3.50 



$2.50 
4.00 
5.00 



No. 1109 

Length I 2 inches 

L are %\M 

wired 4 15 

Complete with Glass Shade 5.15 



No. 8537 

Length 3 inches 

? v a re , $1.25 

wired 2 25 

Complete with Glass Shade ZZ.. ." 3.2 5 





HP* 




No. 8525 

Length 1 6 inches 

Bare $2.50 

Wired 5.00 

Complete with Glass Shade 6.25 




5 

i 





No. 4632 

Length 6 inches \/ 2 inch Tubing 

Bare $|.25 

Wired ZZZZ. 2.75 

Complete with Glass Shade 3.75 
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» 



1 



r 









2 Elec. 

3 Elec. 



No. 9336 

Spread 5 inches 

"Bare 

$3.75 

4.40 



Win <l 

With sockets 

$6.75 
9.90 





I 






T 




m 



\ 



\ 



m 

i 




| No. 8563 

I Length 30 inches 

i Bare 

Wired 

Complete with 28 Pencil Sticks 
Complete with 14 6-inch Prisms 



$3.75 
6.25 
10.00 
13.75 



Bare 
Wired 



f 

No. 4634 

Canopy 5x3 inches 

with Sockets 



No. 8559 

Length 21 inches Holder 2 J4 inches 

Bare ^.50 

Wired 7.00 

Complete with Glass Shade °-?0 



$0.50 
1.50 









No. 4633 

Drop Cord Pendant Vl inch Tubin- 



With Nozzle and Rubber Bushing 



Bare 



$1.00 



Wired with Porcelain Socket and re- 

inforced Cord L ^ 



( 



) 



No. 4646 

Length 6 inches Vl inch Tubing 

Bare $100 

Wired • 2.50 

Complete with Glass Shade 3.25 



v. ■ >\ A 

No. 4636 

Length 6 inches 5 A inch Tubing 

Bare 

Wired 3.00 

Complete with glass shade 4.00 
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I 

•0 





No. 9330 

Spread 6J/2 inches Holder 4 inches 

Bare $1.90 

Wired 2.90 

Complete with Acorn 10.40 




No. 9334 

read 1 0 inches Holder 8 inches, 1 piece 

1 Electric 

Bare $3.75 

4.75 

9.75 



Wired 

Complete with Glass Dish 



No. 9334 A 

Spread 12 inches Holder 10 inches 

2 El ectric 

&5* . $5.00 

Wired 700 

Complete with Glass Dish 13.25 

No. 9334 B 

Spread 14 inches Holder 12 inches 

2 Electric 

Bare *, QA 

Wired g 9 q 

Complete with Glass Dish \&.9Q 









No. 9332 

Spread 6 Yl inches Holder 5 inchei 

Bare $2.50 

Wired 3.50 

Complete with Acorn 1 1.00 

No. 9332^ 

Spread 8 inches Holder 6 inches 

Bare ... $3.15 ■ 

Wired 4.15 I 

Complete with Acorn I 2.90 H 

I 





J J J 



No. 7253 

Two Piece Hinged Bands 



8-inch 
10-inch 
I 2-inch 
1 4-inch 



Bare 

$3.15 
3.75 
7.50 

12.50 



1 Elec. 

2 Elec. 

3 Elec. 

4 Elec. 



Wired 

$4.25 
6.25 
1 1.25 
17.50 



Com pi 4 'i* 

w i tli J 
-lass di^tl 

$8.10 
1 1.25 
20.00 
31.25 



Additional charge for Cross Bar 



\ f 
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No. 9326 

'read 414 inches Length 4 inches 

j re „ $3.15 

ired with socket 4.65 



4 



ft 







No. 9328 

Spread 5 inches Length 3 Yi 

Bare 

Wired with Socket 



inches 

$2.50 
4.00 



No. 8516 

Length 30 inches Holder 4 inches 

Bare $ 565 

Wired , 8 ,5 

Complete with Glass Shades 14.40 

t 




No. 851 

Diameter 6 inches Holder 3 % inches 

B $ .75 

Dare 

w/ . , 2.00 

Wired 

Complete 6 inch Glass Ball 3.90 




No. 6966 

'Length 12 inches 

Holder 4 

\ Bare 

S Wired 

j Complete with Glass Acorn 



inches 

$5.65 
8.15 

12.90 



No. 6964 

Length 12 inches Holder 4 inches 

Bare * 5 ' 65 

Wired — 8 - 15 

Complete with Glass Acorn 12.90 
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No. 675 

Length 19 inches Spread 8 inches 

Bare $37.50 

Wired for Newell Pos; 45.00 

Complete Portable with 6 foct Cord 

and Plug 46.00 



No. 6689 

Length 36 inches Spread 1 I incn2s 

Plate 1 2 inches 

Pare $13.75 

Wired 16.75 

Complete with Glass Shades 19.75 




V 



No. 677 

Length 1 9 inches Spread 8 h 

Bare $1 

Wired i 

Complete with 6 foot Cord and Plug.... 




No. 6762 

3 Electric Spread I 1 inches 

Plate 12 inches 

^ are , jr-s r $ii.9o 

W ired with Sockets | 5 4Q 

No. 6762 

2 Electric 

£, ire , . 1 q r $9.40 

Wired with Sockets 13.15 




No. 6611 

Length 10 inches Spread II inches 

Plate 12 inches Complete 

with Glass 
Wired Shades 

$10.50 $13.50 
14.50 19.00 



2 Elec. 

3 Elec. 



Bare 
$ 7.50 

10.00 
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No. 6806 



Length 36 inches 



Spread 20 inches 



4 Elec. 

5 Elec. 



Eare 

$18.75 
22.50 



Wired 

$24.75 
30.00 



Complete 
with glass 
shades 

$32.25 
39.40 





T 

No. 6419 

Len-th 36 inches Spread 12 inches 



2 Electric 



p 





Pare ... 

Wired complete * 



$1 1.90 

16.90 



Length 36 inches 



3 Elec. 

4 Elec. 



Bare 

$16.90 
19.30 



No. 6808 

Spread 20 inches 

Complete 

Wired w\th glass 

shades 

$21.40 $24.00 
25.30 28.40 
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No. 6800 



Length 36 inches 

Bare 

3 Elec. $1 1.90 

4 Elec. 13.75 



Spread 20 inches 



Wired 

$16.40 
19.75 



Complete 
with glass 
shades 

$20.90 
25.75 



1 





1 





No. 6804 

Length 36 inches Spread 

Bare 

3 Elec $16.95 

4 Elec 18.75 

5 (4x1) 20.00 



18 inche 



AVir.-d 
$22.60 

26.25 
29.40 






No. 6802 

Length 36 inches Spread 18 inches 

Bare Wir.-d 

3 Elec $13.75 $19.40 

4 E,ec - 15.00 22.50 

5 (4x| ) 16.25 25.65 
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No. 6604 

Length 8 inches Spread 13 inches 

Plate 1 4 inches 

Complete 
with glass 
shades 

$14.40 
18.15 
19.40 



3 Elec 

4 (3x1) 

4 Elec. 



Bare 

$6.90 
8.15 
9.40 



Wired 

$1 1.40 
14.15 
15.40 






No. 6516 

Length 18 inches Spread 13 inches 

Plate 1 4 inches 

Complete 
with glass 
shades 

$15.00 
18.15 
18.75 



3 Elec. 
3x1 Elec. 

4 Elec. 



Bare 
$7.50 

8.15 
8.75 



Wired 
$12.00 

14.15 
14.75 




-I'll?) 



No. 6507 

Length 16 inches Spread 10 inches 



Bare 



Plate 12 inches 

Wired 



3 Elec. $8.15 

4 ^ X iVinch Plate Additional $0.75 



$12.65 

15.50 



Complete 
with glass 
shades 

$15.65 
19.50 
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No. 6606 

Length 30 inches Spread 13 inches 

Plate I 4 inches 

Complete 
with glass 
sha<l«-s 

$16.90 

20.65 
21.90 



3 Elec. 

4 (3x1) 

4 Elec. 



Bare 

$9.40 
10.65 
I 1.85 



Wired 

$13.90 
16.65 
17.85 







I 



No. 6651 

Length 36 inches Spread 20 inches 

Plate 12 inches 

Complete 

with glass 
shades 



Bare 



Win I 



3 Elec. $ 8.75 

4 Elec. 10.65 



$13.25 
16.65 



$16.25 
20.65 






m 



No. 6608 

Length 30 inches Spread 9 mches 

Plate 10 inches 



Wired 



3 Elec. $12.50 $17.00 

4 (3x1) 13.75 19 75 
4 Elec. 15.65 21.65 

12-inch Plate Additional 
14-inch Plate Additional 



< 'omplete 

w it \\ kI;is:- 

shades 
$20.00 

23.75 
25.65 
$0.75 
1.25 



ACME LIGHTING FIXTURE COMPANY, Inc. 



57 




Length 30 inches 



Bare 



No. 6557 

Spread I 0 inches 

Complete 
Wired with glass 

shades 




3 
4 
4 



Elec. $12.50 $17.00 
(3x1) 14.40 20.40 
Elec. 15.65 21.65 

14-inch Plate Additional 



$1 



$20.00 
34.40 
25.65 

.00 




No. 6555 

Length 30 inches Spread 10 inches 

Plate 1 2 inches 

Complete 

Bare Wired with slass 

Shades 

$16.50 $19.50 
19.25 22.00 
20.40 24.40 



Elec. $11.85 
(3x1) 13.15 
Elec. 14.40 



14-inch Plate Additional $0.75. 





No. 6503 

Length 5 inches Spread 12 inches 

Oval 7!/2 x ' 4 inches 

R ... $7.50 

Bare 

w . , 10.50 

Wired 

Complete with Glass Shades 15.50 



ml 

i 




wy, 1 * 1 a ■ mj • J 
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No. 6536 

Length 30 inches Spread 13 inches 

Plate 1 4 inches 




inches 



Bare 

3 Elec $7.50 

4 Elec. (3x1) 8.50 

4 Elec 9.50 

5 Elec. (4x1) 1 0.50 



Complete with 
Wired Glass Sha<l< s 

$12.00 $15.00 

14.50 18.50 

15.50 19.50 

18.00 23.00 



No. 7604 

Length 36 inches Spread 14 

Plate 7 J/2X 1 4 inches 

Complete with 
Bare Wired Glass Shades 

1x2 Comb. $10.00 $13.00 $15.00 
2x2 Comb 12.50 15.50 17.50 



No. 6554 

Length 36 inches Spread 13 ir 

Plate 14 inches 

Complete* 

Bare Wired Glass S 

$12.50 $17.00 $2I.0« 
14.50 20.50 



3 Elec. 

4 Elec. 




Spread I 3 inches 



No. 6504 



3 Elec. 

4 Elec. 
4 Elec. 



(3x1) 



Bare 
..$5.00 

.. 5.50 

. 6.00 



Plate I 4 inches 

Complete with 
YVirv-d <;i;,ss Shades 

$9.00 $12.00 
10.50 14.50 
11.00 15.00 




No. 6906 

Spread 11 inches Plate 7]/ 2 x\4 inches 

?* re , $4.40 

w »red 7.40 

Complete with Glass Shades 10.40 
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mm 





No. 6956 

I Length 30 inches Spread 10 inches 

Oval 7x 1 2 inches 

I Bare * 815 

. W.red 11.15 
[ Complete with Glass Shades 13.15 





No. 6950 

Length 16 inches Spread 7 

Oval 4|/2x8 inches 



inches 



Bare 

Wired 

Complete with Glass Shades 



$4.40 
7.40»* 

10.15* 



No. 8533 

Length 18 inches Spread 11 inches 

Bare $ 65 

Wired V/ie 
Complete with Glass Shades 10.15 



* I 
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t 




No. 2115 

Length 36 inches Spread 9 inches 

Bare $3.75 

Wired 5.25 

Complete with Glass Shade 7.25 



No. 2124 

Length 36 inches Spread 7 inches 

Bare $5.00 

Wired 6,50 

Complete with Glass Shade 8.50 






5- 




No. 7300 

Length 36 inches Spread 7 inches 

Bare $5.00 

W,red 6.50 

Complete with Glass Shade 8 50 




No. 2100 

Length 36 inches Spread 7 inches 

Bare $3.40 

Wired 4.90 

Complete with Glass Shade 6.90 
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W 





No. 8702 



No. 8504^ 



r 



No. 8702 

Length 36 inches Y% inch Brass Tubing 

Bare $2.50 

Wired 4 00 



Complete with Glass Shade 5.00 

! No. 850414 

[ Length 30 inches 

Pare $2.00 

wired'::: : \\» 

Complete with Glass Shade 




P 

\ 

ft 
I 



No. 8539 

Length 36 inches Spread 12 inches 

1/ 2 -inch Arms C " in 8 

$6.25 

Bare 9.25 

Wired 

Complete with Glass Shades ■ 



No. 8704 

Length 36 inches 

3/ 4 Brass Casing 14 inch Iron i Pipe 

o $3.15 

Bare . , r 

Wired 

Complete with Glass Shade 5 05 
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No. 8009 

Ext. 6 inches Yl inch Tubing 

Bare $2.00 

Wired 3.50 

Complete with glass s hade 4.50 




No. 8478 

Ext. 7 inches 

Bare $3.75 

Wired with Socket 6.25 

Silk Shade $1.25 each 




No. 8203 

Ext. 8 inches Yl inch Tubing 

Bare $2.00 

Wired 3.50 

Complete with glass shade 5.50 




No. 8047 

Ext. 7 inches Yl inch Tubing 

Bare $2.50 

Wired 4.00 

Complete with glass shade 5.00 





I 








w 

No. 8024 

Ext. 6 inches 

Bare $1.90 

Wired 3.40 
Complete with glass shade 4.90 




No. 8000 

Ext. 6 inches Yl inch Tubing 

°* re , * l -o6 

? /ired ; 2.50 

Complete with glass shade 3.50 




No. 8207 

Ext. 6 inches 
Bare $1.50 

Wired 3.00 

Complete with glass shade 4.00 
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A 





No. 8494 

Ext. 4 inches 

Bare 

Wired with socket 



$5.00 
6.50 





No. 8492 

Ext. 6 inches 



j 3are 

I Wired with socket 



$3.75 
5.65 



No. 8488 

Ext. 6 inches 

d $3.75 

Wired • l Z \ 

Complete with glass shade " z:> 



» 



L iu* > 





No. 8011 

_ , . i a \A inch Tubing 
Ext. 6 inches / ^ 50 

Bare 4 Q0 

Wired ;- "' A 50 

Complete with cut glass shade DJ " 






0 



No. 8474 

Ext. 6 inches 

Bare 

Wired with socket 

Silk shade $2.50 each 



$2.50 

4.40 



No. 8490 

Ext. 4 inches Oval Back 7x4 inches 

Bare r'/r 

Wired with socket --«■ J KJJ 

Silk Shade $1.50 each 
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No. 8308 



Ext. 6 inches 

Pare 

Wired with socket 



1/2 inch Tubing 
$3.75 

... 5.65 



No. 8218 

Ext. 3 inches Y$ inch Tubing 

Stamped Back 5x3 inches 

Pare $3.15 

Wired with socket ... 4.65 

No. 82t8*£ 
With candle and trimming 

Bare $3.75 

Wired with socket 5.65 




No. 8214 



i ; 



Ext. 4J/2 inches 

Bare 

Wired with socket 



7/16 



inch Tubin J 

$2.5«| 

4. Oh 



i * 






Ext. 7 inches 

Bare 
Wired 

Complete with 



No. 8201 



glass shade 



Vl inch Tubing 

$2.00 

3.50 

4.50 




Ext. 6 inches 

Bare 

Wired m 
Complete with 



No. 8496 




Vi 



2 inc 



glass shade 



Tubing 

..$3.15 
... 4.65 
5.65 



Ext. 6 inches 

Bare 

Wired 

Complete with 



No. 8216 



gl 



ass s 



had 



Vl inch Tubing 

$2.50 

. 4.00 
5.00 
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• 

i 





No. 8480 

4 inc hes Spread 6 inches 

Stamped Back 6x4 inches 
Yl inch Tubing 

■ $3.75 

red with Socket 5.65 



No. 8482 

Ext. 4 inches Spread 6 inches 

Stamped Back 6x4 inches 
J/2 inch Tubing 

Bare $5.65 

Wired with Sockets 9.40 





No. 8446 

Stamped Metal Back 8 1/ 2 x41/ 2 . 
Ext 414 inches Spread 6'/ 2 inches 

Lxt - /2 $12.50 

Bare 16 25 

Wired with Sockets 

No. 8446H 

1 Electric 

$ 8.75 

Bare ■ 1 n 

Wired with Sockets ,U ° 




No. 8484 

kt. 6 inches H incn Tubing 

Stamped Back 6x4 inches 

Bare $3.75 

Wired with Socket... 5 65 



No. 8486 

Ext. 4 inches Spread 6 inches 

Stamped Back 6x4 inches 

a $5.65 

Bare Q 4n 

Wired with sockets 
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A 







No. 8328 

Ext. 5 inches Stamped Back 6x4 inches 

Bare $5.00 

Wired with Socket 6.90 

No. 8330 

I Electric 

Ext. 4 inches Spread 6 inches 

Stamped Back 6x4 inches 

Bare $ 6.90 

Wired with Sockets 10.65 





No. 8324 

Ext. 4^/2 inches Stamped Back 6x4 inche 
Bare $6.25 ! 



Wired with Sockets 



8.1 





Ext. 6 inches 

Bare 

Wired with Socket 



No. 8276 

Stamped Back 



6x4 



inches 

$6.25 
8.15 



No. 8276 1£ 

2 El ertric 

Bare 

Wired with Sockets 



$ 8.15 

1 1 .90 




No. 8274 

Ext. 6 inches Stamped Back 6x4 inches 

Bare $5.65 

Wired 7J5 

Complete with Glass Shade 8.15 

No. 8274 

2 Electric 

Bare $ 7.50 

Wired 10.50 

Complete with Glass Shades 12.50 





I 




No. 8326 

Ext. 4 inches Spread 6 inche* 

Stamped Back 6x4 inches 

Bare $ 8.75 

Wired with Sockets 12.50 
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No. 8236 

Ext. 5 inches Spread 7 inches 

Stamped Back 6x4 inches 

Bare $8.15 

Wired with Sockets 1 1.90 

No. 8236% 
I Electric 

Bare $ 5 - 65 

Wired with Socket 7.55 




No. 8464 

Ext. 4 inches Spread 7 inches 

Cast Metal Back ^Vi^Vi inches 

Bare $10.00 

Wired with Sockets 13.75 

No. 8464% 

1 Electric 

Bare ► $ 8 ,5 

Wired with Socket 10.05 

Silk Shade $2.00 each 



■ 



i 



No. 8466 

Ext. 5 inches Spread 8 inches 

Stamped Back 8x4 inches 



Ba 



re 



Wired with Sockets 



$ 6.90 
10.65 



No. 8466% 

1 Electric 

Bare 

Wired with Socket 



$5.00 
6.90 





No. 8468 

Ext. 4'/ 2 inches Spread 7 

Stamped Back 8x4 inches 

Bare 

Wired with Sockets 

Silk Shades $1.50 each 



inches 



$4.40 
8.15 



68 



ACME 



LIGHTING FIXTURE COMPANY, Inc 






No. 8204 

Ext. 3 '/2 inches Cast A r m 

Stamped Back 6x4 inches 

Pare $ 7.50 

Wired with Socket 9.40 

Silk Shade $1.50 each 




No. 8258 

Ext. 5 inches 
Cast Brass Back 6y 2 x4 inches 



Wired 


Complete 


with Glass Shade ... 




No. 8258 % 




2 Electric 


Bare 




Wired 



1 1.25 



Complete with Glass Shades 18.75 





•I 



No. 8019 

Ext. 5 inches Spread 6 '/2 inches 

Cast Brass Back 1 1 '/2x2 inches 

Pare $ 1 6.25 

Wired with Sockets 20.00 

No. 8019 

1 Electric 

Pare $12.50 

Wired with Socket 14.40 



4 
i 
i 






No. 8240 

Ext. 4'/2 inches Spread 6 inches 

Cast Back 6'/2x4 inches 

Bare $13.75 

Wired with Sockets 17.50 

No. 8240 

Stamped Back 6x4 inches 

! J _ are , $1 1.90 

Wired with Sockets 15.65 
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f 





"J 




No. 8470 

Ext. 5 inches 

$ 7.50 
9.00 

(Complete with Glass Shade 10.00 



•are 
* JVired 



W 




No. 8472 

Ext. 6 inches 

n $ 6.25 

Bare - 

Wired 

Complete with Cut Glass Shade 10.25 




No. 8294 

Ext. 6 inches 

p „....$ 7.50 

9.00 

Complete with Glass Shade 10.00 




No. 8476 

r- / • . Spread 7 inches 

Ext. 6 .nches 75 

B mmmm ~ 
are 16 7 5 

Wired '"I , a i 75 

Complete with Cut Glass Shades *l ^ 

No. 8476^ 

1 Electric 

$ 7.50 

^ are 9.00 

Wired ' , 1 A SO 

Complete w,th Cut Glass Shade . 103" 




N 



O. 



Ext. 5 inches 



8262 

Spread 



Bare 

Wired j 
Complete with Glass bnad 



es 



8'/2 inches 
$12.50 

15.65 
. 17.50 
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No. 8062 

Ext. 6 inches 
Stamped Back 6x4 inches 
l/ 2 inch Reeded Tubing 

Bare $5.65 

Wired 7 - 15 
Complete with Glass Shades 8.5 5 





No. 8064 

Ext. 5|/ 2 inches Spread 7 ;nches 

Stamped Oval 6x4 inches 
J/2 inch Reeded Tubing 

Bare * 

W.red '0.50 

Complete with Glass Shades .. 12.50 



% 




Ext. 5 inches 



No. 8296 

Spread 6 inchei 
Cast Back 6x2 inches 

Bare $12.50 

Wired with Sockets 16.25 




No. 8296 

I Electric 

Bare 

Wired with Socket ... 



$ 8.75 
10.65 



No. 8444 

Ext. 4 J/2 inches 
Spread 7 J/2 inches 

Bare $12.50 

Wired with Sockets 16.25 



ACME LIGHTING FIXTURE COMPANY, Inc 
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: 





No. 8212 

Ext. 41/2 inches Stamped Back 6x4 inches 



Bare 



Wired 



Complete wi 



$6.25 
. 7.75 



ith Glass Shade 8.75 





No. 8210 

Ext. 4 inches Stamped Back 6x4 

Bare 

Wired 

Complete with Glass Shade 





No. 8260 

Ext. 5 inches 

Bare * 1000 

w,r.a "- 50 

Complete with Class Shade I 4.00 




No. 8202 

Ext. 5 inches Stamped Back 8x4 inches 

Bare $ 7.50 

Wired 9.00 

Complete with Glass Shade ,00 ° 



No. 8208 

Ext. 6 inches 

Bare 

Wired 

Complete with Glass Shade 
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No. 8282 

Ext. 5 inches Stamped Back 6x4 inches 

D $6.90 

Bare 

Wired with Socket 8 80 




No. 8226 

Ext. 5 inches Spread 6 inches 

Stamped Back 6x4 inches 

Bare *1° 00 

Wired with Sockets 13.75 





No. 8254 

Ext. 5 inches Cast Back 6 , /2x4 inches 

Bare ft 9 40 

Wired with Socket 11.30 

No. 8254 % 

2 Electric 

5 rc ■ - . $ 15. 0 0 

Wired with Sockets 18.75 



I- 




No. 8220 

Ext. 5 inches Stamped Back 6x4 inches 

Bare $ 7.50 

W ir ed 9.00 

Complete with Glass Shade 10.00 

No. 8220 

2 Electric 

Bare $12.50 

Wired 15.50 

Complete with Glass Shade I 7.50 
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No. 8232 

Ext. 6 inches H inch Tubing 

Stamped Back 6x4 '/ 2 inches 
R $4.40 

BarC 5 90 

Wired I'll 

Complete with Glass Shade °™ 

No. 8232 

2 Electric 

r> $ 6.25 

Bare 9 25 

wired 

Complete with Glass Shades « I-*' 





No. 8230 

Ext. 5 inches Spread 6 inches 

Stamped Back 6x4 1/ 2 inches 

o $6.90 

Bare 

Wired with sockets ,0 t>5 

No. 8230 % 

1 Electric 

q $5.00 

Bare ^ on 

Wired with socket 




No. 8003 

Ext. 5 inches Cast Back 61/ 2 x4l/ 2 inches 

q $ 8.75 

:::::::::::::::::: 

Complete with Glass Shade 

No. 8003 % 

2 Electric 

o $13-75 

w rC d 1675 

Wired , 

Complete with Glass Shades ......... ^ I • 




No. 8007 

Ext 51/2 inches Cast Back 6x41/ 2 inches 

„ 72 $ 9.40 

w are d ,0 - 90 

Wired 

Complete with Glass Shade 

No. 8007^ 

2 Electric 

b $15.00 

wTed ,8 °° 
Complete with Glass Shades 20.00 
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No. 8252 

Ext. 5 inches Cast Back 6'/2x4 inches 

Bare $ 9.40 

Wired with Socket .. 1 1.90 

No. 8252*6 

Stamped Back 6x4 */i inches 

Bare $6.90 

Wired with Socket 9.40 

Silk Shade $2.00 each 





No. 8242 

Ext. 4 inches Spread 6 inches 

Cast Back 6'/2x4J/2 inches 

Bare $13.75 

Wired with Sockets 17.50 

No. 8242*6 
Stamped Back 6x4 Yl inches 

Bare $ 8.15 

Wired with Sockets 11.90 





No. 8222 

Ext. 51/ 2 inches Cast Back 7x4 V 2 inche* 

Bare $10.00 

Wired with Socket | j 9Q 

No. 8222 % 

Stamped Back 6x4 </ 2 inches 

Bare $ 7.50 

Wired with Socket 9 4Q 




No. 8234 

Ext. 41/2 inches Spread 7 inches 

Cast Back 7x4 Yl inches 

Bare $15.00 

Wired with Sockets 1 8.75 

No. 8234 H 

Stamped Back 6x4J/2 inches 

Bare $12.50 

Wired with Sockets 16.25 



i 
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No. 8456 

Ext 6 inches Stamped Back 6x4 Yi inchet 
Bare $7.50 
Wired with Socket 9.40 






No. 8458 

Ext. 6 inches Spread 7 inches 

Stamped Back 6x4 '/ 2 inches 

Bare $1<>.00 

Wired with Sockets - 13.75 




No. 8460 J 7 . V 

Ext. 4 inches Spread 7 inches 

Cast Back 6x4|/ 2 inches 

D $12.50 

Bare 1 A ? 5 

Wired with Sockets '° 



No. 8460 

With 4-inch Colonial Prisms 



Bare . 
Wired 



with Sockets 



$16.00 

19.75 




m • 



No. 8462 

Ext. 4 inches Spread 8 inches 

Stamped Back 8x4 inches 

p $ 8.75 

Wired with Sockets ,z:)U 
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No. 8448 

Ext. 4]/i inches Spread 8 inches 

Cast Brass Back 

Bare $13.75 

Wired with Sockets 17.50 



No. 8450 

Ext. 3 J/2 inches Spread 7 inches 

Cast Brass Back 8x3 Yl inches 

Bare $15.00 

Wired with Sockets 18.75 



J 




No. 8452 

Ext. 3 inches Spread 8 inches 

Cast Brass Back 9l/ 2 x3 inches 

5j5*J .. --, $17.50 

Wired with Sockets 21 25 




No. 8031 

Ext. 4 inches Spread 8 inches 

Stamped Back 5%x&% inches 

$20.00 



a re 



B 

Wired with Sockets 23.75 
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\ No. 8438 

Ext. 6 inches Spread 9^ inches 

Cast Brass Back 11x3 24 inches 
D $ 8.75 

Bare ~ in *e 

Wired with Socket ,U b:5 

No. 8438}£ 

j 2 Electric 

n $11.25 

Bare i a nn 

Wired with Sockets • ' * 



if 

No. 8440 

Ext. 3 inches Spread 6</ 2 inches 

Cast Brass Back 12x4'/ 2 inches 

D $10.00 
oare . ^ 7 c 

Wired with Sockets '^'^ 



I! 

! 




No. 8099 

Ext. 41/ 2 inches Spread 7 mches 

Cast Brass Back 10x3'/ 2 incKe3 $ ( 2 $Q 

Bare : ' 15 25 

Wired with Sockets 




■ 



i: 





\ 



/ 



^ 








V 

No. 8442 

r~ 01/ • „k~« Spread 7 inches 

Ext. 2'/2 inches V 



Cast Brass Back 9x4 inches 



Bare • 

Wired with Sockets 



$12.50 

16.25 
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No. 8268 

Ext. 4 inches Spread 7 inches 

Bare - $10.00 

Wired with Sockets 13.00 

Cast Brass Back 10x4 J/^ inches 

No. 8268^ 

1 Electric 

Bare $ 8.75 

Wired with Socket ... 10.25 




No. 8270 

Ext. 3*4 inches Spread 7 inches 

Cast Brass Back 1 0x4 ^ inches 

uELl ,k <; l $,25 ° 

Wired with Sockets | 5 25 




No. 8013 

Ext. 5 inches Spread 7 inches 

Cast Brass Back 4x9 inches 

Bare $1 1.25 

Wired 14.25 

Complete with Glass Shades 19.25 




No. 8266 

Ext. 3 J/2 inches 
Cast Brass Back 7 , /2x3 1 /2 inches 

Bare $ 8.75 

Wired with Socket 10.65 






No. 8264 

Ext. 2i/ 2 inches Spread 5 ]/i inchei 

Cast Brass Back 7 1/4x3 J/2 inches 

Pare $] J .90 

Wired with Sockets 15.65 
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! 

i 







No. 8430 

Ext. 4 inches Spread 6 inches 

Back Plate 8x4 inches 

Bare $8.75 

Wired with Sockets ... 12.50 




No. 8422 

Ext. 5 inches Spread 10 inches 

Cast Metal Back 8x4 inches 

Bare ^.90 

Wired with Sockets 10.65 



» 




m 






f ■ i 

No. 8067 

Ext. 3 inches Spread 7 inches 

Cast Brass Back 9x3 <4 inches 
n $10.00 

%Za 13.00 

Wired . r no 

Complete with Glass Shades > 5 UU 




3 



No. 8035 

Ext. 4 inches Spread 7 inches 

Stamped Back 5x10 inches 



Bare 

Wired 

Complete with Glass Shade 



$10.00 

13.00 
15.50 
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No. 8420 

Cast Metal Back 6x4 inches 
Ext. 4 inches 

Bare $4.40 

Wired with Socket 6.30 



J 



\ 




1 



No. 8424 

Cast Metal Back \0y 2 x4 inches 

Ext. 4 '/2 inches 

Bare $5.65 

Wired with Socket 7.55 



JA. 



\ 



4 




No. 8426 

Cast Metal Back 9>/ 2 x4 inches 

Ext. 5 inches 

Bar « $6.25 

W ir ed with Socket 8 15 




No. 8428 

Cast Metal Back 9|/ 2 x4 inches 
Ext. 4 inches Spread 6 inches 

Bare $8.75 

Wired with Sockets 12.50 
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No. 8434 

Ext. 5 inches Spread 8'/ 2 inches 

Metal Back 10x41/4 inches 

Bare $8.75 

Wired with Sockets ...12.50 

No. 843414 
1 Electric 

Bare * 6 90 

Wired with Socket 8 80 




No. 8432 

Ext. 4 inches Spread 10 inches 

Cast Metal Back 8x3^ inches 



B 



are 



$7.50 



Wired with Sockets 11.25 




No. 8436 

Ext 4>/ 2 inches Spread 8 mche. 

Cast Metal Back 10x414 ' ncKeS $ , fl 00 
Bare 



Wired with Sockets 



13.75 



No. 843614 
1 Electric 



Bare 

Wired with Socket 



$ 8.75 
10.65 




No. 8418 

Spread 7 inches Extends 4 inches 



Bracket Back 10x4 inches 



Bare ... 

Wired with sockets 



$1 1.90 
16.90 
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No. 8406 

Ext. 4 J/2 inches Bracket Back 7x3 '4 inches 

Bare $7.50 

Wi red with socket . 10.00 

No. 8406 

With Cast Brass Back 

Bare $16.25 

Wired with socket 18.75 




No. 8408 

Spread 6 inches Ext. 3 Yl inches 

Bracket Back 7x3^4 inches 

Bare $10.65 

Wired with sockets 15.65 



No. 8408 

With Cast Brass Back 



Bare . 
Wired 



$21.75 
26.75 




No. 849S 

Ext. 6 inches Colonial Prisms 4 inches 

Cast Back 10x4 inches 
Bare no Prisms $ | 5 00 

Bare with Prisms 21.25 
Wired with Prisms 23.75 




No. 8699 

Ext. 4 inches 

Bare 

Wired with Sockets 



Spread 8 inches 

$37.50 

42.50 
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No. 156 

2 '/4 inch Colonial Cover 
BB Finish 

Each $ 0-40 

Per 100 30.00 




No. 117 

2|4 inch Laurel Leaf Cover 

BB Finish 

Each $ 0.25 

Per 100 22.50 

No. 117A 

314 incli Laurel Leaf Cover 

BB Finish 

Each $ 0 35 

Per 100 30.00 

No. 117B 

4 inch Laurel Leaf Cover 

BB Finish 
Each -$ 0.60 





KtymilllliiilllMIWJi^ 
No. 4581 

2|4 inch Ribbed Cover 
BB Finish 

Each $ 0.25 

Per 100 22.50 

314 incn Ribbed Cover 
Each $ 0-35 




No. 118 

2 |4 inch Reed and Ribbon 

Cover 
BB Finish 

Each $ 0.35 

Per 100 30.00 

No. 119 

314 inch Reed and Ribbon 

Cover 
BB Finish 

Each $ 0.50 

Per 100 45.00 




No. 4724 

2'4 inch Adam Cover 
BB Finish 

Each $ 0.35 

Per 100 30.00 





Each 



No. 4721 

2«4 inch Spun Cover 
BB Finish 

$ 0.60 



21 



Each 



No. 4586 

inch Spun Cover 



wi 



ith 



Cast Top 
BB Finish 



$1.25 




No. 4480 

Ball Lamp Cover 
For Electrolier Socket 
BB Finish 

- , $ 0.30 

Each * 




No. 4578 

Cast Brass Husk Holder 
BB Finish 

$1.00 



Each 
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No. 872 

Brass Porch Band 
6 inches Wide 3 inches Diameter 

BB Finish 
2 14 inch Fitter Only 

Each *0-50 

Per 100 40.00 




tit 

No. 857 

Laurel Leaf Ceiling Light 

BB Finish 

Fitter Top JJ a A'!? 

2|4 in. 7 in $1-00 

3|4 in. 7 in 1-25 

4 in. 7 in 1-50 




Filter 
2 14 in. 
314 in. 
4 in. 



No. 861 

Receptacle Ceiling Light 

BB Finish 

Top Each 

6>4 in $0.75 

6 14 in 88 

6 14 in. 1.00 

Receptacles Extra $0.30 



Fitter 



314 
4 

5 

6 

314 
4 



in. 
in. 
in. 
in. 
in. 
in. 



No. 852 

Brass Ceiling or Porch Band 

BB Finish 

Top Each 

6 in $0.50 

6 in 63 

8 in 1.00 

914 in 1.00 

6 in. Pol. Cop. $0.63 
6 in. Pol. Cop. . 75 



Per 10 ft 

$40.00 
50.00 



$55.00 
70.00 




Fitter 

2 14 in. 

3 14 in. 

4 in. 



No. 887 

Lamb s Tongue Receptacle 
Ceiling Light 

BB Finish 

Top Finish 

7 in $1.25 

7 in 1.50 

7 in 1.75 





i 




I in 



■ Per 




Per 




Pitt* r 
8 in. 

10 in. 

12 in. 

14 in. 

16 in. 



No. 890 

Spun Hinged Ceiling Bands 

BB Finish 
Top Brass 

1 I Vi in $2.00 

131/2 in 3.15 

151/2 >n 5.00 

17'/ 2 in. 8.75 

19'/ 2 in 12.50 

Cross Bars for Y 6 I/P. Slip 
$0.40 each extra. 



Copper 

$3.15 
3.75 
6.25 



at 



ACME LIGHTING FIXTURE COMPANY, Inc 



85 




I 




I 

No. 82 

Plain Canopy 
: 4 inches Wide 2 inches Deep 

BB Finish 

} Without Slip Ring 

; Each * 0 25 

! It 100 20.00 

j With Slip Ring 

r l 0.35 

IT i oo"::::::::: 30.00 



i 




No. 4511 

Plain Bracket Canopy 
41/2 inches Wide 3 |/ 2 inches Deep 

BB Finish 

Without Slip Ring 

Each $ 0-25 

Per 100 20.00 

With Slip Ring 

Each 0.35 

Per 100 • 30.00 




No. 59 

Plain Bracket Canopy 
4/ 2 inches Wide 3 »/ 2 inches Deep 

BB Finish 
Without Slip Ring 

Each * °' 25 

Per 100 20.00 

With Slip Ring 



Each 



0.35 



Per 100 30.00 





No. 1813 

Spun Bracket Canopy 
4'/2 inches Wide 2|4 inches Deep 

BB Finish 

Without Slip Ring 

$0.45 



Each 



Each 



With Slip Ring 



0.55 




No. 1812 

Spun Bracket Canopy 
4I/2 inches Wide 2 3/ 8 inches Deep 

' BB Finish 

Without Slip Ring 

- , $0.50 

Lach 

With Slip Ring 6Q 

Each 





No. 1867 

Spun Bracket Canopy 
4 inches Wide 3 inches Deep 

BB Finish 
Without Slip Ring 



Each 



Each 



$0.45 



With Slip Ring 



0.55 





No. 58 

Spun Bracket Canopy 

4V 4 inches Wide 

BB Finish 

Without Slip Ring 



< CX 11V f J 

3 34 inches Deep 



Each 



Each 



With Slip Ring 



$0.60 



0.70 



No. 1842 

Spun Fixture Canopy 

. , „ Wide 31/2 inches Deep 

63/4 inches Wide /i 

74 BB Finish 

Without Slip Ring 

$1.00 

Each 

With Slip Ring 

1.10 

Each 




No. 89 

Beaded Fixture Canopy 
5 inches Wide 3 '/ 2 inches Deep 

BB Finish 

Without Slip Ring 

Each * 0 - 40 

With Slip Ring 

Each °- 50 
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No. 1818 

5x3 in. Adam Design Canopy 

BB Finish 



No Slip 
With Slip 



$0.45 
0.55 




W 



No. 1866 

Piece Canopy with Cast Bottom 

5x4'/2 inches 
BB Finish 



W.thout Slip 



$1.50 




No. 4590 

2 Piece Candle Set 
2'/ 2 x|5/ 8 incn 

BB finish 



Eac h 
Per 100 



$ 0.50 
35.00 




No. 1828 

5^x4 Adam Design Canopy 

BB Finish 



No Slip 
With Slip 



$0.60 
0.70 




% 




No. 69 

5x3 Yi inch Laurel Leaf Canopy 

BB Finish 

No Slip $0.45 

With Slip 0.55 

No. 69A 

5x4 inches Laurel Leaf Canopy 
No Slip $0.60 

With Slip 0.70 




No. 1844 

Piece Canopy with Cast Ring 
6x4 % inches 
BB Finish 



Without Slip 



$1.90 




No. 4591 

2 Piece Candle Set 
3x I inch 
BB \- inish 



Each ... 
Per 100 



$ 0.50 
15.00 



No. 142 

6x3 J/2 in. Reed and Ribbon Canopy 

BB Finish 



No Slip . 
With Slip 



$0.45 
0.55 



No. 144 

6x4'/2 in. Reed and Ribbon Canopy 

BB Finish 



No Slip .. 
With Slip 



$0.60 
0.70 





No. 1829 

3 Piece Canopy with Cast Bottom 

and Ring 

5y 2 x3V 4 inch 

BB Finish 

Without Slip 



1 



$2.25 





No. 4719 

2 Piece Candle Set 
2x2x3 inches 
BB Finish 



Fach 
Per 100 



$ 0.60 
50.00 
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No. 4668 

Hook Canopy with Knob and Nipple 
Canopy 4 Yl^Vl inches 
BB Finish 

Each $100 

I 4 Hook Canoy as Above 

BB Finish 

Each H.13 




No. 4667 

3 Hook Canopy Hanger 
with Knob and Nipple 
Canopy 5x4 inches 
BB Finish 

Each $1.13 

4 Hook Canopy 
Each $1.25 




No. 4666 

3 Hook Canopy Hanger wi th 
Knob and Nipple 
Canopy 5%x4'/2 inches 
BB Finish 

Each *l-25 

4 Hook Canopy as Above 
Each *1- 38 




1 



J 





No. 4664 

Hook Hanger with Tubing 

Stem and Nipple 
Canopy ^Yl^Vl inches 
BB Finish 



Each 



$1.25 



4 Hook Hanger as Above 
Each $ 1 ' 38 




No. 4663 

3 Hook Hanger with Tubing 
Stem and Nipple 
5 2^x3 '/2 inches 
BB Finish 



Each 



$1.63 



4 Hook Hanger as Above 



Each 



$1.75 




No. 4661 

Hook Hanger with Tubing 
Stem and Nipple 
Canopy 5x4 inches 
BB Finish 



Each 



$1.63 



4 Hook Hanger 
Each 



Canopy 5 Yl inches 
$1.75 




$ 15.00 

120.00 



Each 
Per 100 




8 



No. 4691 

in. Female Rosette 
BB Finish 




No. 4685 

l/g in. Female Cast Rosette 

BB Finish 



$ 0.20 
15.00 



Each 
Per 100 



$ 0.20 
15.00 
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No. 1853 

6^x4 in. Cast Oval Back Plate 

BB Finish 

Each $1.88 



No. 1857 

ey 4 x4y 2 in. Cast Oval Back Plate 

BB Finish 



Each 



$2.25 



No. 1856 

6x2 in. Cast Square Back Plate 

BB Finish 

Each „ $1.50 






No. 1855 

\0y 4 x4y 2 in. Cast Back Plate 

BB Finish 



No. 4639 

I I !4x4 3/ 8 in. Cast Back Plate 

BB Finish 



Each 



$2.50 



Each 



$2.25 



No. 1879 

4 1/2x81/2 in. Plain Oval Heavy Gauge 

BB Finish 

Each $ 0.55 

Per 100 50.00 

No. 1879^ 

7x1 I inch 
BB Finish 

Each $ 1.30 

Per 100 _ .. 100.00 
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Machined 



No. 4704 

Cast Arm 



4 J/2 in. Long 



BB Finish 



Each $1.50 




No. 4712 

Cast Arm 



Machined '/sxj/g in. 



4 J/2 m - Long 



BB Finish 



Each 



$2.25 





No. 4707 

Cast Arm 



Machined J/sxJ/g in. 



BB Finish 



Each 



4 in. Long 



$1.50 




No. 4714 

Cast Arm 



Machined J/sxJ/s in. 



4 in. Long 



Each 



BB Finish 



$1.90 




No. 4709 

Cast Arm 



Machined J/ 8 x4/27 in 



BB Finish 



Each 



5 1/2 in. Long 



$1.50 




No. 4702 

Cast Arm 
Machined inch 



BB Finish 



Each 



$1.90 
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I 

No. 1861 

2 Light Portable Cluster 

BB Finish 

Each $ 0.90 

Per 100 80.00 

3 Light 

Each : $ 0.95 

Per 100 88.00 

4 Light 

Each $ LOO 

Per 100 96.00 




Each 



Ea c h 



Each 



No. 446 

Dipped 
Light Separable 
Bell Cluster 



3 Light 

4 Light 



$0.60 



0.65 



0.70 




No. 1394 

7x5x4 in. Cage Only 
BB Finish 

No Glass 

With Amber or Green Glass 



$2.50 
3.75 




No. 1396 

5x5x3 in. Cage Only 
BB Finish 

No Glass $ 1 ' 50 

With Amber or Green Glass 2.50 




No. 1391 

8x5 , /2x4 in. Cage Only 
BB Finish 

No Glass $3.75 

With Amber or Green Glass 5.00 




No. 1386 

8x5|/ 2 x3 in. Cage Only 

BB F.nish 

No Glass 

With Amber or Green Glass 



$3.00 
4.00 





No. 1862 

2 Light Cluster 

BB Finish with Plate 

Each $ 1.00 

Per 100 90.00 




No. 1863 

BB Finish 



2 Light Cluster 



3 Light 



4 Light 



$1.00 
1.35 
1.50 




No. 1390 

7x5 '/2x4 in. Cage Only 

BB Finish 

No Gl ass 

With A mber or Green Glass 



$3.75 
5.00 
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if 



i 



4 in. 

6 in. 

8 in 

10 in 




No. 50 

Yq in. Plain Tube Arm 
BB Finish 




Each 


Per 100 






$ .25 


$20.00 


4 


in. 


.30 


25.00 


6 


in. 


.35 


30.00 


8 


in. 


.40 


35.00 


10 


in. 



No. 51 

y% in. Plain Tube Arm 

BB Finish 

Each 

$ .25 

30 

35 

40 



P.-r ion 

$20.00 
25.00 
30.00 
35.00 




3 A 



8 in. 



No. 978 

Plain Tube Arm 

BB Finish 

Each 

$ .60 



Per 100 
$20.00 





I No. 1510 

I Ixl Comb. Pendant Bottom 

[l/ 8 in. Iron Pipe 3 A in. Casing 

Spread 6 inches Height 6 inches 

BB Finish 

Each * 0 75 

I Per 100 62 50 




No. 500 

Stiff Rope Bracket 
in. Dipped and Lacquered 



Each 



$0.50 



No. 501 



8 in. Dipped and Lacquered 



Each 



$0.75 



• 




5/16 in. 
Each 



No. 1836 

Inverted Dome Arm 
Dipped and Lacquered 
Tubing !4x|/8 inch 

• $1.25 





Stiff 



No. 1414 

Curve Plain Tube Bracket 
Extends 6 inches 
BB Finish 



Each 



$2.25 






No. 1415 




No. 1511 



1x1 Comb. Pendant Bottom 
1/6 in. Iron Pipe 3 A in. Casing 

BB Finish 

7 in. Spread Electric 90° 

Each $ 125 

Per 100 '00.00 




No. 960 

3/ 6 in. Plain Tube Arm 
BB Finish 



6 i 



in. 



$0.85 



S. S. Plain 



BB Finish 



Each 



Ext. 10 inches 



$2.50 




No. 502 



Single Swing Rope Bracket 
Dipped and Lacquered 



No. 1416 

6 inch Stiff 
BB Finish 



No. 969 

3/ 6 in. Plain Tube Arm 
BB Finish 



Each 



$1.00 



Each 



$1.90 



6 in 



$1.00 






No. 4731 

Adam Brass Plate 
BB Finish 

12 inch : $1-90 

14 inch 2.50 

16 inch 3.15 

No. 473 

Cut Out for 10 inch Bowl 
14x10 i nc \\ $ 2 » 5 0 

m 1 1 C 

^) x 0 i n c ii j • 



No. 1304 

Brass Plate 
BB Finish 

if* ■ Each' 

10 in $1.30 

12 in. 1.50 

14 in 1.80 

16 in 2.25 

18 in 4.00 



Per 100 

$1 10.00 
130.00 
160.00 
200.00 




10 
12 
14 
16 
18 



No. 1302 

Brass Plate 
BB Finish 

Each 

n $1.30 

n 1.50 

n 1.80 

n 2.25 

n 4.00 



Per 100 
$1 10.00 

130.00 
160.00 
200.00 



No. 4732 

Ribbed Brass Plate 
BB Finish 



10x31/2 in. 
12x4 in. 
14x4!/ 2 in. 
16x43^ in. 



$1.60 
1.80 
2.10 
2.50 




No. 1336 

Laurel and Ribbon Brass Plate 

BB Finish 

14x2i/ 2 in $2.40 

16x3 in 3.00 

18x3I/ 2 in 3.50 






No. 4642 

14 in. Plate 3 Side Stampings 

BB Finish 

Each $ 2.20 

Per 100 200.00 

No. 4642 % 

16 in. Plate 4 Side Stampings 

Each $ 3.00 

Per 100 280.00 
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No. 12011 

Cast Metal Candle Cup 
2'/£x2' / 4 inches 
Fits Regular 1 '/4 inch Candle 

BB Finish 

Each $0.50 



« 








No. 4575 

2!4 in. Cast Metal Socket Cover 



No. 12008 



2'/4 in. Cast Metal Socket Cover 



Each .... 
Per 100 



BB Finish 



BB Finish 



$ 0.88 
75.00 



Each 
Per 100 



$ 0.88 

75.00 




No. 12004 

4|/ 2 in. Cast Metal Plate 

BB Finish 




No. 12005 

6x4 inches 
Cast Metal Canopy 

BB Finish 
Without Slip Ring 




No. 12006 

5x4 inches 
Cast Metal Canopy 

BB Finish 
Without Slip Ring 



Each 



$0.50 



Each 



$1.50 



Each 



$1.25 




No. 4679 

Cast Tassel 

BB Finish 




S 



No. 12009 

5 1/2x2 !4 inches 
Cast Metal Tassel Socket 
Cover with Screws 

BB Finish 




No. 4677 

Cast Tassel with Yq in. Loop 
with Wide Seat 

BB Finish 



Each 



$0.50 



Each 



$1.50 



Each 



$0.75 
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No. 230 

Plain Bottom Knob 
Machined 4/27 
BB Finish 




No. 231 

Plain Bottom Knob 
Machined 4/27 
BB Finish 



Per 
Per 



100 
1000 



$ 7.50 
62.50 



Per 100 

Per 1000 



$ 10.00 
75.00 




Per 
Per 



No. 231A 

Plain Bottom Knob 
Machined Y% 
BB Finish 

100 $ 12.50 

1000 .... ■ 100.00 




No. 4749 

Plain Cast Bottom Knob 
Machined 



BB Finish 



Each 
Per 100 



$0.25 
20.00 





No. 232 

Plain Bottom Knob 
Machined 4/27 
BB Finish 



<■ r 



100 
1000 



$ 12.50 
100.00 



No. 4750 

Cast Bottom Knob 
Machined 
J/g inch x 4/2 7 
BB Finish 

Each $0.25 

Per 100 20.00 




No. 1579 

Heavy Cast Bottom Knob 
Machined '/g or J/4 inch 

BB Finish 

Each $0.30 

Per 100 . 25.00 




No. 1545 

Cast Bottom Knob Machined 



I 



'8* 



4/27 



BB Finish 



Each 
Per 100 



$0.15 

12.50 




Electric Body 
% inch Stock 
24 inch Seat 

Each ... 
Per 100 

% inch Stock 



Each 

Per 100 

I inch Stock 

Va 



No. 440 



Female Seat 



i 



I 



h St 



em 



BB I n 1 1 - \ i 



% inch on 



Sid 



No. 440 % 

% inch Seat 

BB Finish 



$ 0.20 
17.50 

'/4 inch Stem 



No. 440A 



4 or '/fi inc 



h St 



$ 0.20 
... 17.50 

% inch Seat 



em 



Each 
Per 100 



BB F 



■ m 



iniH 



$ 0.25 
20.00 




No. 441 

Large Round Body for Hooks 

1 y s inch Stock 14 inch Stem 

and 7 /q in. Seat 
BB Finish 

2 Lights $0.30 

3 Lights 0.35 



No. 441 A 



I '/4 inch Stock 



8 ,nc 



h St 



em 



BB Finish 



2 Lights 

3 Lights 

4 Lights 



Kar«h 

$0.40 
0.45 
0.50 




No. 270 

Comb. Body 



% inch Stock 

F,ach ... 
Per 100 



24 inch Seat 

$ 0.30 
25.00 



No. 270 i£ 

inch Stock and 7 /& inch Seat 

^ in. Electric on Side or Angle j 

BB Finish I 



Each .... 
Per 100 



$ 0.35 

30.00 
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No. 1595 

1/g in. Cast Female Loop 
with Wire Hole 
BB Finish 

Per 100 $ 6.00 

Per 1000 50.00 




No. 1594 

'/g in. Cast Male Loop 
with Wire Hole 
BB Finish 

Per 100 $ 6.00 

Per 1000 , 50.00 




No. 298 

1/8 in. Male with Wire Hole 

BB Finish 

Per 100 $ 5.00 

Per 1000 45.00 

Dipped and Lacquered 
Per 100 $ 4.00 

Per 1000 35.00 




No. 1572 

Y% in. Female Loop 
with Wire Hole 
BB Finish 



Per 
Per 



100 
1000 



$ 7.50 
62.50 




No. 302 

l/g in. Male Loop with Wire Hole 

BB Finish 

Per 100 $ 0.15 

Per 1000 125.00 




Va 



4 in 



No. 310 

Chain Loop 
or y$ in. Female with Va, in 

BB Finish 



Seat 



Each 
Per 100 



$0.15 
12.50 




14 in. 



No. 303 

Female Loop with Wire Hole 
24 inch Seat 
BB Finish 



Per 100 $ 20.00 

Per 1000 175.00 

No. 303A 

Y§ in. Female Loop with Large Wire Hole 

7/£ inch Seat 
BB Finish 

Per 100 $ 25.00 

Per 1000 200.00 




Per 
Per 

Per 
Per 



No. 299 H 

1/8 in. Male with Wire Hole 

BB Finish 

100 * 5 00 

1000 45 00 

Dipped and Lacquered 

I oo $ 4.00 

1000 




No. 1591 

J/4 in. or in. Female with Wire H ole 

BB Finish 

Per 100 $15.00 




Per 
Per 

Per 
Per 



No. 299 

|/8 in. Female wi th Wire Hole 

in. Seat 
BB Finish 

100 ... * 5.50 

1000 4 5.00 

Dipped and Lacquered 

100 ... $ 5.00 

1000 40.00 



35.00 



No. 299A 

!4 in. Female Loop with Wire Hole 

24 in. Seat 
BB Finish 

Per 100 $ 6 50 

Per 1000 55 00 

Dipped and Lacquered 

Per 100 $ 5 50 

Per 1000 45 00 
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No. 806 

Steel Plated Chain 
BB Finish 



er 



Yard 



No. 804 

Steel Plated Chain 
BB Finish 



er 



Yard 



$0.63 




No. 14 

Plain Brass Casing 



BB Finish 



5 * in. 
Va in. 



V* »n 

^gxl8 Gauge Hard Tube 

y%x 1 8 Gauge So ft Tube f or 
Bending 



Per ft. 
. $0.38 

43 

. .50 



Per lb. 

$1.25 
1.25 
1.25 
1.00 

1.00 



....$0.63 




No. 819 

Steel Plated Chain 
BB Finish 



er 



Yard 



$0.75 




No. 1506 

Chandelier Rings 
Seat9 % in- to ~'/f> in. Casing 
Slip J/g in. and Ya in. Iron Pipe 

Dipped 



Per Doz. 
Per Gross 



$0.50 

3.75 



No. 1506A 



Seats I in. Casing Slips Ya in. Pipe 



Dipped 



Per Doz. . 
Per Gross 



$1.00 
7.50 




No. 1500E 

Vl> V%> Va inch 




No. 1500F 

% inch 

No. 1500 

Round Slip Rings 
Dipped 

1500-E 3/ 8 to 3/ 4 in . $1.25 

1500-F 7/ 8 i n 1.50 

1500-G 1 in. ... 2.50 




$7.50 
8.75 
15.00 



No. 1500G 

inch 
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No. 249 

Brass Shoulder Nipple 
!/8 x !/8 in. I ro1 * 

Per 100 $ 3.50 

Per 1000 25.00 
Per 10000 200.00 




No. 1505 

Brass Plain Nipple 
J/g in. Iron by Yl in. Long 



Per 100 
Per 1000 



$ 3.00 

22.50 



No. 1505U 



'/g in. Iron by Y% in - Long 



Per 100 
Per 1000 



$ 3.50 

25.00 




No. 1884 

Straight Nozzle 
BB Finish 



Y% inch Iron 
7/ 1 6 inch Brass 
Ya inch Iron 
inch Iron 



Per 100 
$ 5.00 

6.75 
. 7.50 
. 10.00 




No. 251 

J/g in. Straight Nozzle 

Per 100 $ 4.50 

Per 1000 30.00 




No. 1567 

Y% in. Straight Nozzle 
BB Finish 



er 



100 



$12.50 




Length 

1/8X^8 in. 

!4*!4 in- 

|4x|4 in- 



No. 265 

Connecting Nozzle 
BB Finish 

Per 100 
$ 8.001 

. 12.00 

12.00 



Per 1000 

$ 60.00 
100.00 
100.00 




No. 4745 

Large Side Nozzle 
BB Finish 



'g in. Iron 
7/16 in. Brass 
Yl in. Brass 
Ya in. Iron 
3/g in. Iron 



i • ■ • • • 



Per 100 

$10.00 
12.50 
12.50 
12.50 
20.00 



Per 100 

Per 1000 




No. 347 

l/g in. Side Nozzle 
BB Finish 



'8 



No. 1574 

in. Angle Nozzle 
BB Finish 



$10.00 
87.50 



er 



100 



$10.00 



Y<\ Iron 
Iron 




No. 240 

Brass Caps 
BB Finish 



Each 
$0.15 
.18 



Per 100 

$12.50 
15.00 




Per 
P 



No. 242 

l/g Acorn Cap 
BB Finish 

100 * 6 25 

1000 - 55 00 




No. 

Hexagon Lock Nut 
l/g in. Iron 

Per 100 $ 125 

Per 1000 8 75 

Per 10000 75 00 




No. 1521 

Brass Bushing 

Dipped 

Per 100 

'/2»K 

3/8* !4 

VvM 

'/<*•/« ■ 

>/ 8 x4/27 6 25 
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No. 4698 

Hook Slide 
or Yq inch Casing 
BB Finish 




A 




No. 87 

4 Step Fixture Canopy 
41/ 2 in- Wide 

BB Finish 




4 in. Deep 



2 Hook 

3 Hook 

4 Hook 



Per 100 $15.00 
Per 100 18.00 
Per 100 20.00 



No. 1807 

4/ 2 x6 in. Plain Oval 
BB Finish 



Each 
Per 100 



$ 0.40 

36.00 



Without Slip Ring 
Each $0.30 

With Slip Ring 

Each $0.30 

Per 100 25.00 




No. 193 

BB Finish 
2 Yl in. Spun Ceiling Plates 

Doz. $0.50 

Gr 6.00 

No. 194 

3 in. Spun Ceiling Plates 
Doz. - $0.75 

Cr 7.25 

No. 195 

4 in. Spun Ceiling Plates 
Doz $ 2.00 

Gr. . 18.00 



$0.65 
7.00 



$0.90 
8.50 





Electric Shade Holders 



$ 2.25 
22.50 



No. 166 

2 Ya inch 
BB Finish 
Doz. 
Gr. 



$1.00 

10.00 



Doz 
Gr. 



No. 167 

3 Ya inch 
BB Finish 

$2.50 
25.00 




No. 398 

Plain Electric Wall Plate 
Diameter 2 inches 3 Screw Holes 

Ys in. Female 
BB Finish 

Each $ 0.20 

Per 100 . 15.00 





No. 260 

inch Brass Cluster Stem 

BB Finish 

6 in. Threaded 

7 in. to in. Threaded 



No. 4694 

Felt Washers for Semi-Indirect Bowls 



12 



in. or more 



er 



Each 
Each 
Foot 



$0.20 
.30 
.35 



Per 100 
Per 1000 



$ 1.50 
12.50 




No. 1919 

New Code Fixture Wire 



No. 18 

Per Ft. $.02 
Per Coil of 500 

Ft., Per ft. .01^ 
Per 1000 ft. .OH/2 



No. 16 

$.021/2 

.02 

•OP/4 




No. 1922 

No. 1 8 New Code Twisted 

Mercerized Lamp Cord 

Standard Colors 

Per ft. $.08 

Per Coil of 250 ft 06 1/2 

Per 1000 ft, 06 




No. 1921 

New Code Single Conductor 
Mercerized Lamp Cord 
Standard Colors 



Per Ft 

Per Coil of 

500 ft 

Per 1000 ft. 



No. 18 

$.05 



.04 

.03 



No. 16 
$.06 

.05 
.04 



No. 1931 

No. 18 New Code Parallel 

Mercerized Lamp Cord 

Standard Colors 

Per ft. $ 08 

Per Coil of 250 ft. .06'/ 2 
Per 1000 ft. .06 
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No. 386 

Edison Base Keyless Socket 

BB Finish 



Cap 
Cap 



Each 

$0.75 
1.00 




No. 380 

Ed ison Base Pull Sockets 

BB Finish 



!/8 Cap 
3 A Cap 



Kaeh 

$1.25 
1.50 





No. 393 

Edison Base Paper Candle Sockets 
Cap $0.40 




No. 390 

Edison Base Key Sockets 

BB Finish 



1/8 Cap 
3 A Cap 



Each 

$0.80 
1.10 





No. 360 



V 



Blank Insulating Joints for 
Electric Fixtures 

3 / 8 x'/8. y^A/y^A 

Each $ LOO 

Per 100 90.00 




No 



Iron Crow-Foot 



A 

3 a 



Iron 
Iron 
Iron 



1925 

3 in. Diameter 

Per 100 
$5.00 

5.00 

... 7.50 



iiUlHJIiilil! 




f 




No. 395 

2 Piece Attachment Plug 

Each $ ?.30 

Per 100 25.00 



Each .. 
Per 100 




No. 1934 

French Hooks 



$ 0.12 
10.00 



Each 
Per 100 




No. 1935 

French Hooks 



$0.15 
12.00 



1 





8 » n 



No. 389 

Electric Attachment 
Dipped 



Per 100 . 
Per 1000 



$ 6.25 

50.00 




No. 220 

Emergency Pillar 
|/g in. Ir. to Lava Tip 
BB Finish 



Each 
Per 100 



$0.15 
12.50 




Each 
Per 100 



No. 224 

Cast Flambeau 
in. Ir. to Lava Tip 
BB Finish 



$0.15 
12.50 



100 
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No. 11006 

Oval Glass 

Standard 

Pkge. Diam. Bach 

10—1 1 x 10 in. $ 5.65 

6 — 1 3 x 12 in. 7.50 

4 15 x 14 in.. 10.00 



Per Doz. 
$ 52.50 
75.00 
100.00 




Dia. 
l5|/ 2 in. 
1 2 in. 



m l : 



V i 




No. 11017 

Opal Glass 

Deep Holder 
71/8 in. 14 in. 
6^4 in. 10 in. 




Each 
$15.00 

10.00 





No. 11025 

White Glass 

Each 

14 in. Dia. 7]/ 2 in. Deep $12.50 
16 in. Dia. 8!/ 4 in. Deep 15.00 

Ivory Tinted 

Each 

14 in. Dia. ry 2 in. Deep $16.25 

16 in. Dia. 814 in - Dee P 18 75 

Drilled with 3 Holes if Desired 



V 



f & • 


















/ 



No. 10027 

Decorated Glass 

16 in. Dia. 7 in. Deep 
12 in. Dia. 10 in. Deep 



Each 

$12.50 
8.25 




No. 11015 White Glass 

Dia. I >< • i> Holder 

I 2 in. 5 '/4 in. I 0 in. 
I 5 '/2 in. 6 in. I 4 in. 

Blue or Brown Tinted Glass 



Dia. I >eep 
I 2 in. 5 in. 

I 5 Yl » n - 6 » n - 



I [older 
10 in. 

14 in. 



Bach 
$7.50 

10.00 



Each 

$10.00 
12.50 




No. 11019 Cut Glass 
12 in. Dia., 5% ' n - Deep, 10 in. Holder 
Cach $12.50 



! 



i 
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No. 10033 Ball 

Opal Glass 

Each 

6 x 3|4 in $ 1.50 

8x4 in. ... 2.00 

10 x 5 in.. 5.00 
12 x 6 in. 12.50 



Per Doz. 
$15.00 

18.75 
37.50 
60.00 




No. 10064 

Opal Gl ass A corn 

7^8 * n - Dia. 8 in. Deep 

3 1/4 in. Holder and 4 in. Holder 

Opal Glass 

Each $ 3.00 

Per Doz 30.00 




V 



No. 10055 



One Pit 



Unit 



Dia. 


Deep 


Holder 


Each 


8 in. 


9 in. 


4 in. 


$ 2.50 


10 in. 


1 2 in. 


4 in. 


5.00 


12 in. 


14 in. 


6 in. 


. 8.50 


13 in. 


1 8 in. 


9 in 


15.00 




6x314 
8x4 
10x6 



No. 10028 

Opal Glass Acorn 

Each 

in. $2.00 
in. ... 3.00 

in. 7.50 



Per Doz. 
$27.00 

30.00 
75.00 




No. 10050 Cut Squat Ball 

6 in. Dia., 4^4 * n - Deep, 3 in. Holder 



Each 



$3.00 




No. 10053 — Opal or C. R. I. Glass Shade 



Dia. 

6 in. 

7 in. 



Deep 
3 7/ 8 in. 

4V 2 in. 



Holder Each 
2"4 in. $1.75 
214 in. 1.50 



Per Doz. 
$17.00 
15.00 




No. 

714 in. Dia. 
Per Doz. 



10051 — Opal Acorn 

8 in Deep 4 in. Holder 

. $ 3.50 

33.00 




No. 10058 Opal Glass Urn 

12 in. Dia., 14 in. Deep., 6 in. Holder 
Eac * $1 1.25 




No. 10054 Opal Glass Urn 



Dia. 

6 in. 
8 in. 



Deei i 

6 in. 
8 in. 



Holder 

3 |4 in. 

4 Va in. 



Each Per Doz. 

$2.50 $27.00 
3.50 33.00 




No. 10052 One Piece Unit 

Opal Glass Acorn 
10 in. Dia., 9 in. Deep, 6 in. Holder 



Each .... 



$3.75 
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No. 10021 Electric 

4!/ 2 in - Dia. 4 '/2 in - Dee P 
2|4 in. Holder 

Each . $1.25 
Per Doz. 12.50 




No. 10008 Electric 

5 in. Diam. 4 1/2 in - Deep 

2 J4 in. C. R. I. Electric 

Each . $ 0.90 

Per Doz 8.75 





No. 10043 Cut Electric 

4'/g in. Dia. 4 in. Deep 

2|4 in. Holder 

Each $ 2.50 

Per Doz. 25.00 




No. 10040 2U in. Electric 

White Glass 

Each $ 1.50 
Per Doz. 13.90 

Ivory Tinted 

Each . $ 1-90 
Per Doz. 18.00 




No. 10019 

Amber or Rose Tinted 
2 14 in. Electric 

Each $ 1.50 

Per Doz. 12.50 




No. 10044 Cut Electric 

3?4 ' n - Diam. 5 in. Deep 

Each $ 2.25 

Per Doz. 22.50 




No. 10042 Electric 

Opal Glass 

41/8 ^. Dia. AYs in. Deep 

2 '4 in. Holder 

Each $ LOO 

Per Doz. 10.00 




f r f 1 



No. 10045 Electric 

White Glass 

4 in. Dia. 51/2 in. Deep 

2'4 in. Holder 

Each $ 1.65 

Per Doz. ... .... 18.00 

Blue or Brown Tinted 

Each $ 2.00 

Per Doz. 21.00 




No. 10041 2U in. Electric 

White Glass 

Each $ 1.50 

Per Doz J 13.50 

Ivory Tinted 

Each $ 1.90 

Per Doz. 18.00 




No. 10004 

2 J4 in. Opal Electric 

Each $ 1.00 

Per Doz. ... 10.00 




No. 10046 Electric 

4^4 in- Dia. 5 in. Deep 

2 '4 in. Holder Opal 

Each $ 1.40 

Per Doz 15.00 

Brown Tinted 

Each $1.50 



I 



m 




X 


It J , 










p. 






j 



No. 10039 

2 14 in. Electric Decorated 

Each $ 1.50 

Per Doz. 12.50 





No. 10047 

2 14 in. Electric Opal Glass 

Each $ 1.00 

Per Doz. 10.00 




2<4 

Each 



No. 10048 

in. Electric Irridescent 

$12.50 




No. 10049 

2'4 in. Electric Irridescent 
Each $10.00 
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No. 11063 

Length 30 in. 
Lantern 7x I 0 in. 
Finish Black or Green 
Glass Amber or C. R. 1. 
Bare $22.50 
Wired with porcelain 

keyless socket 25.00 



No. 11065 

Length 36 in. 
Lantern 8x 1 0 in. 
Finish Black or Green 
Glass Amber or C. R. I. 

Bare $33.75 

Wired with porcelain 

keyless soc ket . 36.25 





No. 11060 

Height 14 in. Ext. 8 in. 

Lantern 6x9 in. 
Finish Black or Green 
Glass Amber or C. R. I. 
Bare . $21.25 
Wired with porcelain 

keyless soc ket ... 23.75 



/ 



ill 

r 

iri 







No. 11066 

Length 36 in. 
Lantern 11x15 in. 
Finish Black or Green 
Glass Amber or C. R. I. 

Bare $39.50 

Wired with porcelain 

keyless soc ket 42.00 




i 



No. 11053 

Ext. 5!/ 2 in - Back 4 /2*9 in. 

Finish Black 

Bare ; * 7.50 

Wired with porcelain 

keyless socket 10.00 
Complete with 8 in. 

Opal Ball 12.00 




No. 11064 

Length 36 in. 
Lantern 11x12 in. 
Finish Black or Green 
Glass Amber or C. R. I. 

Bare $29.75 
Wired with porcelain 

keyless soc ket 32.25 




No. 11050 

Length 36 in. 
Lantern I 1x12 in. 
Finish Black or Green 
Glass Amber or C. R. 1. 

Bare $32.50 

Wired with porcelain 

keyless soc ket 35.00 




No. 11059 

Height 14 in. Ext. 8 in. 

Lantern 7x9 in. 
Finish Black or Green 
Glass Amber or C. R. I. 
Bare . $22.50 

Wired with porcelain 

keyless socket ... 25.00 




11059 








No. 11052 

Length 18|/ 2 in - 
Lantern 4x8|/2 in. 
Finish Black 
Glass Amber or White 

Bare $25.00 

Wired with porcelain 

keyless soc ket 27.50 



No. 11067 

Ext. 6 in. Holder 3 !4 in. 

Bare $5.00 

Wired with porcelain keyless socket 7.50 
Com plete with 6 in. Opal Ball 9.50 
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No. 11069 

Ext. 9'/4 in. Lantern 9x11 in. 

Back 7x1 5 H in - 
Finish Black or Green 
Glass Amber or C. R. I. 

Bare $45.00 

Wired with porcelain 

keyless socket 47.50 




No. 11075 

Height 14 in. Ext. 8 in. 

Lantern 7x 1 0 in. 
Finish Black or Green 
Glass Amber or C. R. 1. 

Bare $24.50 

Wired with porcelain 

keyless soc ket 27.00 




No. 11054 

Ext. 41/2 in. Back 93^x16 in. 
Finish Black or Green 
Glass Amber or C. R. I. 

Bare $25.00 

Wired with porcelain 

keyless socket 27.50 




No. 11061 

Height 22 in. Ext. 9 in. 

Lantern 11x15 in. 
Finish Black or Green 
Glass Amber or C. R. I. 

Bare - $48.50 

Wired with porcelain 

keyless socket 5 1 .00 




No. 11073 

Ext. 7 in. Lantern 4x8 in. 
Finish Black or Green 
Glass Amber or C. R. I. 

Bare $1 7.00 

Wired with porcelain 

keyless soc ket 19.50 




91/ 



in. 



No. 11074 

Ext. 7 in. Back 5xyyi 

Lantern 4x7 Yl in < 
Finish Black or Green 
Glass Amber or C. R. I. 

Bare $20.00 

Wired with porcelain 

keyless socket 22.50 





No. 11062 

Ext. 4?4 in. Back 7x1234 in. 

Finish Black 
Glass Amber or White 
Bare $25.00 
Wired with porcelain 

keyless soc ket 27.50 




No. 11070 

Length 33 in. Ext. 12 in. 

Holder 5-6-7-8 in. 

Back 7 34x16/2 in. 
Finish Black 
Bare . $82.00 
Wired with porcelain 

keyless socket 84.50 
Complete with 10 in. 

Opal Ball 89.50 



Ext. 6 in. 



No. 11051 

Lantern 4x3'/2 in. 
Finish Black 
Glass Amber or Green 

Bare $25.00 

Wired with porcelain keyless socket 27.50 




